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Johns Hopkins Aramco I Jeatthcarc 


Johns Hopkins Aiamco Healthcaie Company 
P.O. Box 76. Ohahran 31311. Saudi Aiatxa 
Telephone: *966 13 877 3344 
facsimile: *966 13 877 8158 


POCT Glucose Random [103101289] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/12/20 Status Completed 

04:12 

Ordering user Interface, Sunquest Lab Results In Ordering provider Walid Sabri Hassan MD 

01/12/20 04:12 

Authorized by: Walid Sabri Hassan, MD 
Frequency Once 01/12/20 04:15 - 1 occurrence 


POCT Glucose Random [103101290] 


Resulted 01/12/20 04:13. Result status: 

Final result 

Ordering provider Walid Sabri Hassan, 
04:12 

MD 01/12/20 

Resulting lab JHAH SUNQUEST 

Specimen Information 



ID Type 

325L23096 G — 

LUPBR 

Source 

Collected On 

01/12/20 04:12 

Components 




Reference 

Component Value Range Flag 

POCT GLUCOSE RANDOM 116 73- 178 mg/dL — 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Lab 

Sunquest 

Operator ID 

8233329 — — 

Sunquest 

Operator Name 

kavalackal, — — 

jijimol 

Sunquest 

Testing Performed By 



Lab - Abbreviation Name 

12 -Sunquest JHAH 

Director Addfess 

Unknown Unknown 

Valid Date Range 

05/18/15 09:43-Present 


SUNQUEST 


BUN/Creatinine/Lytes [103101292] _ 

Electronically signed by Walid Sabri Hassan, MD on 01/12/20 04:23 Status: Completed 

Ordering user Walid Sabri Hassan, MD 01/12/20 04:23 Ordering provider: Walid Sabri Hassan, MD 
Authorized by Walid Sabri Hassan, MD 
Frequency: Once 01/12/20 04:25 - 1 occurrence 


BUN/Creatinine/Lytes [103101297] (Abnormal) _ 

Ordering provider Walid Sabri Hassan, MD 01/12/20 
04:24 


Resulted: 01/12/20 04:47, Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information 

Type Source Collected On 

325L23111_C Blood — 01/12/20 0426 

HEM6 


Components 


Reference 

Component Value Range Flag Lab 

BUN 21 6-20 mg/dL H Sunquest 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *96613 877 8158 


Creatinine 0.9 

Sodium 139 

Potassium 4.8 

Chloride 102 

Carbon Dioxide 25 

Testing Performed By 


Lab - Abbreviation Name Director 

12-Sunquest JHAH Unknown 


SUNQUEST 


s/ibJI JiSjtpapqa j5»x> 
Johns Hopkins Aramco Healthcare 


0.66- 1.25 — 

mg/dL 

Sunquest 

137-145 — 

Sunquest 

mEq/L 


3.5 - 5.1 mEq/L — 

Sunquest 

98- 107 mEq/L — 

Sunquest 

22 - 28 mEq/L — 

Sunquest 


Address Valid Date Range 

Unknown 05/18/15 09:43 - Present 


CBC With Differential (Hemogram) [103101293] 


Electronically signed by Walid Sabri Hassan, MD on 01/12/20 04:23 Status Completed 

Ordering user Walid Sabri Hassan, MD 01/12/20 04:23 Ordering provider: Walid Sabri Hassan, MD 
Authorized by Walid Sabri Hassan, MD 
Frequency: Once 01/12/20 04:25 - 1 occurrence 

CBC With Differential (Hemogram) [103101298] 


Resulted: 01/12/20 04:33, Result status: 
CBC With Differential (Hemogram) [103101298] (Abnormal)_ Pj na l resu | t 


Ordering provider: Walid Sabri Hassan, MD 01/12/20 Resulting lab: JHAH SUNQUEST 
04:24 


Specimen Information 



MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 


l (JL 20S2002J88 I 

QARNNA0A 


Signature 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


siibJI (jSoy )15w®Pv 15|X) 
Johns Hopkins Aramco H althcarc 


CBC With Differential (Hemogram) [103101298] (continued) 


Lymphocyte % 


26 

% — 

Sunquest 

Lymph. Absolute 


3.2 

0.9-4.9 — 

K/cumm 

Sunquest 

Monocyte % 


10 

% — 

Sunquest 

Mono. Absolute 


1.4 

0.0-1.0 H 

K/cumm 

Sunquest 

Eosinophil % 


2 

% — 

Sunquest 

Eos. Absolute 


0.2 

0.0-0.4 — 

K/cumm 

Sunquest 

Basophil % 


0 

% — 

Sunquest 

Baso. Absolute 


0.1 

0.0-0.1 — 
K/cumm 

Sunquest 

Testing Performed By 

Lab - Abbreviation 

Name 

Director 

Address 

Valid Date Range 

12 - Sunquest 

JHAH 

Unknown 

Unknown 

05/18/15 09:43 - Present 


SUNQUEST 


Glucose, Random [103101294] _ 

Electronically signed by: Walid Sabri Hassan, MD on 01/12/20 04:23 Status: Completed 

Ordering user: Walid Sabri Hassan, MD 01/12/20 04:23 Ordering provider: Walid Sabri Hassan, MD 
Authorized by: Walid Sabri Hassan, MD 
Frequency Once 01/12/20 04:25 - 1 occurrence 

Resulted: 01/12/20 04:47. Result status: 
Glucose. Random [103101299] _Final result 


Ordering provider Walid Sabri Hassan, MD 
04:24 

Specimen Information 

01/12/20 

Resulting lab: JHAH SUNQUEST 

ID Type 

Source 

Collected On 

325L23111 G Blood 

— 

01/12/20 04:26 

LU 



Components 




Reference 


Component Value Range Flag Lab 

Glucose 121 73- 178mg/dL — Sunquest 

Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Coagulation Profile (PT, PTT) [103101295] _ 

Electronically signed by Walid Sabri Hassan, MD on 01/12/20 04:23 Status Completed 

Ordering user Walid Sabri Hassan, MD 01/12/20 04:23 Ordering provider: Walid Sabri Hassan, MD 
Authorized by: Walid Sabri Hassan, MD 
Frequency Once 01/12/20 04:25 - 1 occurrence 


Name: Hamad Nasir Al Helaiw Official Stamp Signature 

MRN: 367567 
45 Y.O. / Male/9/9/1974 
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Johns Hopkins AramcoHealthcare 


Johns Hopkins Arainco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Aiabw 
Tetephone: .966 13 877 3344 
Facsimile: .966 13 877 8158 


Coagulation Profile (PT. PTT) [103101300] (Abnormal) 

Resulted: 01/12/20 04:53. Result status 

Final result 

Ordering provider Walid Sabri Hassan, MD 01/12/20 
04:24 

Resulting lab JHAH SUNQUEST 


Specimen Information 



ID Type Source 

325L23111 C Blood — 

OAGB 

Collected On 

01/12/20 04:26 


Components 




Reference 

Component Value Range Flag Lab 

Prothrombin Time 9.8 9.8-12.7 Secs — Sunquest 

Comment Please note the change in normal ranges due to new methodology of testing. 

I N. Ratio 0.9 1.0-1.2 Ratio k Sunquest 

Comment: 

PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

Please note the change in normal ranges due to new methodology of testing. 

APTT, Patient 23 22 - 33 Secs — Sunquest 

Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 

Please note the change in normal ranges due to new methodology of testing. 


APTT, Control 

Testing Performed By 

25 Secs — 

Sunquest 

Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

12 -Sunquest JHAH 

Unknown 

Unknown 

05/18/15 09:43-Present 

SUNQUEST 





POCT Glucose Random [103101312] 

Electronically signed by: Interface, Sunquest Lab Results In on 01/12/20 Status Completed 

05:37 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Mohamed R Dharsey MD 

01/12/20 05:37 

Authorized by: Mohamed R Dharsey, MD 
Frequency Once 01/12/20 05:40 - 1 occurrence 


POCT Glucose Random [103101313] 

Ordering provider Mohamed R Dharsey, MD 
01/12/20 05:37 


Resulted: 01/12/20 05:38, Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information 

Type Source Collected On 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 



Official Stamp 




c « 20S2002JM 
Mn» Hop*» p \ 


Signature 
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Johns Hopkins AramcoH aJthcare 


Johns Hopkins Aramco Healthcaie Company 
P.O. Box 76. Dhahian 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


325L23167J3 — — 01/12/20 05:37 

LUPBR 

Components 

Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 151 73- 178mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** _ 

Operator ID 844489 5 — — Sunquest 

Operator Name Almadani, — — Sunquest 

Layla 

Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


TPA Profile ( HEMP, GLU, HEP2, LYTES, MG, PT, PTT, RENAL, RETRO) [103101320] _ 

Electronically signed by: Mohamed R Dharsey, MD on 01/12/20 05:57 Status Completed 

Ordering user: Mohamed R Dharsey, MD 01/12/20 Ordering provider: Mohamed R Dharsev MD 
05:57 

Authorized by: Mohamed R Dharsey, MD 
Frequency: Once 01/12/20 05:55 - 1 occurrence 

Order comments: Pre-Treatment 

TPA Profile ( HEMO, GLU. HEP2, LYTES, MG. PT. PTT. RENAL. Resulted: 01/12/20 07:07. Result status: 

RETRO) [103501677] (Abnormal) __ Final result 

Ordering provider: Mohamed R Dharsey, MD Resulting lab: JHAH SUNQUEST 

01/12/20 05:57 


Specimen Information 


ID Type 

325L23172 T Blood 

PA 

Components 

Source 


Collected On 
01/12/20 06:14 


Component 


Reference 



Value 

Range 

Flag 

Lab 

WBC 

15.4 

4.0-10.0 

K/cumm 

H 

Sunquest 

RBC 

4.65 

4.5-5.9 
M/cumm 

— 

Sunquest 

Hemoglobin 

12.2 

13.5-17.5 

g/dL 


Sunquest 

Hematocrit 

38.7 

41 - 53 % 

L 

Sunquest 

MCV 

83.2 

77 - 96 fL 

— 

Sunquest 

MCH 

26.2 

26 - 34 pg 

— 

Sunquest 

MCHC 

31.5 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.2 

10.9-15.7 

— 

Sunquest 

Platelets 

274 

150-450 

K/cumm 

— 

Sunquest 
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Johns Hopkins Aramco Healthcare 


Johns HopKins Aramco Healthcare Company 
P.O. Box 76. Ohahran 31311. Saudi Arabia 
Telephone: .966 1 3 877 3344 
Facsimile: .966 13 877 8158 


Mean Platelet Volume 

9.8 

9.0 - 13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

11.1 

10.1 -16.1 fL 

— 

Sunquest 

Neutrophil % 

77 

% 

— 

Sunquest 

Neut. Absolute 

11.9 

1.8-7.0 

K/cumm 

H 

Sunquest 

Lymphocyte % 

15 

% 

— 

Sunquest 

Lymph. Absolute 

2.3 

0.9-4.9 

K/cumm 

— 

Sunquest 

Monocyte % 

7 

% 

— 

Sunquest 

Mono. Absolute 

1.1 

0.0- 1.0 

K/cumm 

H 

Sunquest 

Eosinophil % 

1 

% 

— 

Sunquest 

Eos. Absolute 

0.1 

0.0-0.4 

K/cumm 

— 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.0 

0.0-0.1 

K/cumm 

— 

Sunquest 

Bilirubin, Total 

0.5 

0.2- 1.3mg/dL 

— 

Sunquest 

Aik. Phosphatase 

80 

53- 128 IU/L 

— 

Sunquest 

AST (SGOT) 

40 

17-59 IU/L 

— 

Sunquest 

ALT (SGPT) 

64 

<50 IU/L 

H 

Sunquest 

LDH 

291 

120-246 IU/L 

H 

Sunquest 

BUN 

19 

6 - 20 mg/dL 

— 

Sunquest 

Creatinine 

0.9 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

136 

137-145 

mEq/L 

L 

Sunquest 

Potassium 

4.7 

3.5-5.1 mEq/L 

— 

Sunquest 

Chloride 

103 

98- 107 mEq/L 

— 

Sunquest 

Carbon Dioxide 

21 

22 - 28 mEq/L 

L 

Sunquest 

Glucose 

148 

73- 178 mg/dL 

— 

Sunquest 

Prothrombin Time 

10.5 

9.8 -12.7 Secs 

— 

Sunquest 

I.N. Ratio 

Comment: 

0.9 

1.0 -1.2 Ratio 


Sunquest 

PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 


APTT, Patient 

25 

22 - 33 Secs 

— 

Sunquest 


Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 26 Secs — _ Sunquest 

Magnesium 1.9 1.7-2.4mg/dL — Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 
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Johns Hopkins Aiamco Heallhcaie Company 
P.O. Boi 76, Dhahfan 31311, Saudi Araha 
Telephone: .966 13 877 3344 
Facsimile: .966 13 877 81S8 


SUNQUEST 


Type and Screen [103101321] __ 

Electronically signed by: Mohamed R Dharsey, MD on 01/12/20 05:57 Status Completed 

Ordering user Mohamed R Dharsey, MD 01/12/20 Ordering provider: Mohamed R Dharsey, MD 
05:57 

Authorized by Mohamed R Dharsey, MD 
Frequency Once 01/12/20 05:55 - 1 occurrence 

Order comments: Pre-Treatment 


Type and Screen [103501678] 



Resulted: 

01/12/20 07:07, Result status: 

Final result 

Ordering provider Mohamed R Dharsey, MD 

01/12/20 05:57 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 





ID Type 

325L23173 T Blood 

YPSC 

Source 


Collected On 

01/12/20 06:14 

Components 





Component 

ABO/RH (D) 

Value 

A 

POSITIVE 

Reference 

Range 

Flag 

Lab 

Sunquest 

Antibody Screen 

NEGATIV 

E 

— 

— 

Sunquest 

Crossmatch Expiration 

01/15/2020 

— 

— 

Sunquest 

Arm Band Number 

C17001 

— 

— 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12 - Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


C-Reactive Protein, Quantitative (CRP) [103101325] _ 

Electronically signed by: Mohamed R Dharsey, MD on 01/12/20 05:57 Status: Completed 

Ordering user Mohamed R Dharsey, MD 01/12/20 Ordering provider: Mohamed R Dharsey, MD 
05:57 

Authorized by Mohamed R Dharsey, MD 
Frequency Once 01/12/20 05:55 - 1 occurrence 

Order comments: Pre-Treatment 

Resulted: 01/12/20 06:54, Result status: 
C-Reactive Protein, Quantitative (CRP) [103501682] (Abnormal) Final result 

Ordering provider Mohamed R Dharsey, MD Resulting lab: JHAH SUNQUEST 

01/12/20 05:57 

Specimen Information 

ID Type Source Collected On 

325L23172 C Blood — 01/12/20 06:14 

RPQ 


Name: Hamad NasirAI Helaiw Official Stamp Signature 

MRN: 367567 
45 Y.O. / Male/9/9/1974 
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Johns Hopkins AramcoHealthcare 


Johns Hopkins Aiainco Healthcare Company 
P.O. Box 76, Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *96613 877 8158 


Components 

Component 

CRP, Quantitative 

Testing Performed By 


Value 

1.4 

Reference 
Range 
<1.0 mg/dL 

Flag 

H 

Lab 

Sunquest 

Lab - Abbreviation 

Name 

Director 

Address 


Valid Date Range 

12 - Sunquest 

JHAH 

Unknown 

Unknown 


05/18/15 09:43 - Present 


SUNQUEST 






Mass CKMB [103501665] __ 

Electronically signed by Mohamed R Dharsey, MD on 01/12/20 05:57 Status Completed 

Ordering user: Mohamed R Dharsey, MD 01/12/20 Ordering provider: Mohamed R Dharsey, MD 
05:57 


Authorized by Mohamed R Dharsey, MD 

Frequency: Once 01/12/20 05:55 - 1 occurrence 

Order comments Pre-Treatment 


Mass CKMB [103501684] 

Resulted. 01/12/20 07:36. Result status: 

Final result 

Ordering provider: Mohamed R Dharsey, MD 

01/12/20 05:57 

Resulting lab: JHAH SUNQUEST 

Specimen Information 


ID Type Source 

325L23172 R Blood — 

CK 

Collected On 

01/12/20 06:14 

Components 



Reference 

Component Value Range Flag Lab 

Mass CKMB 0.5 0.0 - 5.0 ng/mL — Sunquest 

Comment: 

(NOTE) 

** Please note the new reference range for this test due to a recent 
update in methodology ** 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Troponin High Sensitive (Dhahran Only) [103501691] 

Electronically signed by: Interface, Sunquest Lab Results In on 01/12/20 Status Completed 

06:14 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Mohamed R Dharsey, MD 

01/12/20 06:14 

Authorized by Mohamed R Dharsey, MD 
Frequency Once 01/12/20 06:15 - 1 occurrence 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aramco Healthcare Company 

P.O. Box 76, Dhahran 31311, Saudi Arabia 

Telephone: <966 13 877 3344 

Facsimile: <966 13 877 8158 

s/ihJi <£dI|I LV 

Johns Hopkins Aramco Healthcare 

Troponin High Sensitive (Dhahran Only) [103501692] 

Resulted: 01/12/20 06:59. Result status 

Final result 

Ordering provider Mohamed R Dharsey, MD 

01/12/20 06:14 

Resulting lab JHAH SUNQUEST 

Specimen Information 


ID Type Source 

325L23172 H — — 

STNI 

Collected On 

01/12/20 06:14 

Components 



Reference 

Component Value Range Flag Lab 

Troponin High Sensitive (Dhahran 0.001 0.000-0.026 — Sunquest 

Only) ng/mL 

Comment: 

(NOTE) 

Please note the new reference range due to change in methodology. 

Retesting in 3 hours is recommended to detect any significant changes 
in value. 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


MRSA Molecular Screen [103501693] 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:35 Status Completed 

Mode: Ordering in Telephone order with read back Communicated by: Irene U Alva, RN 

mode 

Ordering user: Irene U Alva, RN 01/12/20 07:56 Ordering provider: Mazen Abou Akl, MD 

Authorized by: Mazen Abou Akl, MD 
Frequency Once 01/12/20 07:56 - 1 occurrence 


MRSA Molecular Screen [103501694] 

Ordering provider Mazen Abou Akl, MD 01/12/20 
07:56 

Narrative: 


Resulted: 01/12/20 09:19, Result status: 

_ Final result 

Resulting lab JHAH SUNQUEST 


MRSA Molecular Screen 
Negative for Methicillin Resistant 
Staphylococcus aureus (MRSA) and 
Staphylococcus aureus target DNA (presumed 
not colonized with MRSA or Staphylococcus 
aureus). 


Disclaimer: 


This molecular test is a qualitative in vitro 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aramco Healthcare Company 

P.O. Bo* 76, Ohahran 31311, Saudi Arabta 

Telephone »966 13 877 3344 

Facsimile: *96613 877 8158 _ 

diagnostic procedure. It is used for the 
direct detection of methicillin resistant 
Staphylococcus aureus (MRSA) or 
Staphylococcus aureus. This resistance is 
primarily mediated by the mecA encoding 
penicillin-binding protein 2a (PBP2a). The 
procedure is designed for NASAL swabs or 
samples from growing culture colonies. This 
test has been validated by the laboratory 
using GeneXpert® Dx System instrument. It 
utilizes real-time PCR for the detection of 
these microorganisms and a confirmation of 
growing culture colonies. The test result 
should be interpreted in the light of all 
clinical and laboratory findings. Reliable 
results are dependent on adequate sample 
collection and proper transport procedures. 
Reliable results are dependent on the number 
of organisms present in the sample, proper 
specimen collection, handling, and storage. 

A positive test result does not necessarily 
indicate the presence of viable organism. It 
is however, presumptive for the presence of 
MRSA or Staphylococcus aureus. Testing with 
Xpert MRSA/SA Nasal assay should be used in 
adjunct to other methods available. Test 
results might also be affected by concurrent 
antibiotic therapy. Therefore, therapeutic 
success or failure cannot be assessed using 
this test because DNA might persist following 
antimicrobial therapy. Mutations or gene 
polymorphisms in primer or probe binding 
regions may affect detection of an unknown 
MRSA or Staphylococcus aureus variants 
resulting in a false negative result. 
Approximately 4.2% nasal swab specimens 
may carry potential interfering and 
inhibition factors caused by blood, mucus or 
both. MRSA strains encoded by mecALGA251 
gene cannot be detected by this method. 

If MRSA is suspected then follow up 
with an order for a manual MRSA screen. 


Specimen Information 

ID Type 

325L23403 M Swab 

RSAM 

Source 

Nasal Passage 

Collected On 
01/12/20 07:54 


Components 





Component 

MRSA Molecular Screen 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 


Johns Hopkins AramcoH< ;ilthcarc 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp Signature 
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Johns Hopkins Arainco Healthcare Company 

P.O. Box 76. Dhahran 31311, Saudi Arabia 
telephone: .966 13 877 3344 

Facsimile: <966 13 877 8158 



Johns Hopkins Aramco Healthcare 

Testing Performed By 

Lab - Abbreviation 
12 - Sunquest 

Name 

JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 


POCT Glucose Random [103504399] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/12/20 Status Completed 

09:09 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Mazen Abou Akl, MD 

01/12/20 09:09 

Authorized by: Mazen Abou Akl, MD 
Frequency Once 01/12/20 09:09 - 1 occurrence 


POCT Glucose Random [103504400] 



Resulted: 

01/12/20 09:16, Result status: 
_ Final result 

Ordering provider Mazen Abou Akl, MD 
09:09 

01/12/20 

Resulting lab: JHAH SUNQUEST 

Specimen Information 





ID Type 

325L23683 G — 

LUPBR 

Source 


Collected On 

01/12/20 09:09 

Components 





Rpfprpnrp 

Component Value Range Flag 

POCT GLUCOSE RANDOM 146 73- 178mg/dL — 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Lab 

Sunquest 

Operator ID 

8445411 

— 

— 

Sunquest 

Operator Name 

TAN, 

APRIL 

— 

— 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


CBC With Differential (Hemogram) [103501706] ___ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 

Frequency Q12H 01/12/20 10:00 - Until Specified Discontinued by: L'emir Mohamad Kaddoura, MD 

01/13/20 09:48 

CBC With Differential (Hemogram) [103503984] _ 

Resulted: 01/12/20 11:08, Result status: 
CBC With Differential (Hemogram) [103503984] (Abnormal) _ Final resu | t 

Ordering provider: Mazen Abou Akl, MD 01/12/20 Resulting lab JHAH SUNQUEST 
08:01 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 



Official Stamp 


Signature 
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Johns Hopkins Aramco H althcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabw 
Telephone. .966 13 877 3344 

CBC With Differential (Hemogram) [103503984] (continued) 


Specimen Information 





ID Type 

325L23425 H Blood 

EMO 

Components 

Source 


Collected On 
01/12/20 10:45 




Reference 



Component 

Value 

Range 

Flag 

Lab 

WBC 

15.1 

4.0-10.0 

K/cumm 

H 

Sunquest 

RBC 

4.59 

45-5.9 

M/cumm 

— 

Sunquest 

Hemoglobin 

12.0 

13.5 -17.5 
g/dL 

L 

Sunquest 

Hematocrit 

38.7 

41 - 53 % 

~ L 

Sunquest 

MCV 

84.3 

77 - 96 fL 

— 

Sunquest 

MCH 

26.1 

26 - 34 pg 

— 

Sunquest 

MCHC 

31.0 

32 - 36 g/dL 


Sunquest 

RDW 

13.3 

10.9-15.7 

_ 

Sunquest 

Platelets 

263 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

9.7 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

11.1 

10.1 -16.1 fL 

— 

Sunquest 

Neutrophil % 

79 

% 

— 

Sunquest 

Neut. Absolute 

11.9 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

14 

% 

— 

Sunquest 

Lymph. Absolute 

2.2 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

6 

% 

— 

Sunquest 

Mono. Absolute 

0.9 

0.0-1.0 
K/cumm 

— 

Sunquest 

Eosinophil % 

0 

% 

— 

Sunquest 

Eos. Absolute 

0.0 

0.0 - 0.4 
K/cumm 

— 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.0 

0.0-0.1 
K/cumm 

— 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Coagulation Profile (PT, PTT) [103501707] 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 

Frequency Q12H 01/12/20 10:00 - Until Specified Discontinued by L'emir Mohamad Kaddoura, MD 
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uvbJI (»4oljl J5>X) 

Johns Hopkins Aramco Hi atthcarc 


Johns Hopkins Aiainco Healthcare C ontpany 
P.O. Bo* 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 

Facsimile: *966 13 877 8158 _ 

Coagulation Profile (PT, PTT) [103501707] (continued) 


01/13/20 09:48 


Resulted: 01/12/20 11:38. Result status: 


Coagulation Profile (PT, PTT) [103503986] (Abnormal) 


Final result 

Ordering provider Mazen Abou Akl, MD 01/12/20 
08:01 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 




ID Type 

325L23425 C Blood 

OAGB 

Source 


Collected On 

01/12/20 10:45 

Components 




Component 

Prothrombin Time 

Comment: 

Value 

15.5 

Reference 

Range Flag Lab 

9.8 -12.7 Secs H Sunquest 


MIXING STUDY PERFORMED WITH NORMAL POOLED PLASMA (50:50) PT CORRECTED TO 11.9 

SEC. _ _ 

I.N. Ratio 1.5 1.0-1.2 Ratio H Sunquest 

Comment: 

PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

MIXING STUDY PERFORMED WITH NORMAL POOLED PLASMA (50:50) INR CORRECTED TO 1.1 

APTT, Patient 33 22 - 33 Secs — Sunquest 

Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 

Testing Performed By 

26 Secs — 

Sunquest 

Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

12 -Sunquest JHAH 

Unknown 

Unknown 

05/18/15 09:43-Present 

SUNQUEST 





BUN/Creatinine/Lytes [103501713] _ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 


BUN/Creatinine/Lytes [103503991] (Abnormal) 
Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/12/20 08:01 


Resulted: 01/12/20 11:31. Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information 



QARNNA0A 
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Johns Hopkins Aiamco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


oibll <»4o»jl Pqj 
Johns Hopkins AramcoHi 'althcare 


ID Type 

325L23425 C Blood 

HEM6 

Components 

Source 


Collected On 
01/12/20 10:45 




Reference 



Component 

Value 

Range 

Flag 

Lab 

BUN 

16 

6 - 20 mg/dL 

— 

Sunquest 

Creatinine 

0.7 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

137 

137-145 

mEq/L 

— 

Sunquest 

Potassium 

4.4 

3.5-5.1 mEq/L 

— 

Sunquest 

Chloride 

104 

98- 107 mEq/L 

— 

Sunquest 

Carbon Dioxide 

20 

22 - 28 mEq/L 

L 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name 

12-Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43 - Present 

Magnesium [103501714] 




Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 

Status Discontinued 


Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 


Frequency: Daily 01/12/20 10:00 - Until Specified 

Discontinued by: 

Nizar Atieh Awad, MD 01/16/20 07:34 

Magnesium [103503992] 



Resulted: 01/12/20 11:31, Result status: 

Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/12/20 08:01 

Resulting lab: JHAH SUNQUEST 

Specimen Information 




ID Type 

325L23425 M Blood 

G 

Source 


Collected On 

01/12/20 10:45 

Components 




Component 

Magnesium 

Value 

1.8 

Reference 

Range 

1.7-2.4 mg/dL 

Flag Lab 

— Sunquest 

Testing Performed By 




Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43 - Present 


Calcium, Serum [103503965] 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bo* 76, Dhahran 31311. Saot* Arabia 
Telephone: .966 13 877 3344 

Facsimile: .966 13 877 8158 _ 

Calcium, Serum [103503965] (continued) 

Frequency Daily 01/12/20 10:00 - Until Specified Discontinued by Nizar Atieh Awad. MD 01/16/20 07:34 

Resulted: 01/12/20 11:31. Result status: 
Calcium, Serum [103503993] __ Final re sult 

Ordering provider Mohamed Eldesouky Ibrahim, MD Resulting lab: JHAH SUNQUEST 
01/12/20 08:01 

Specimen Information 

ID Type Source Collected On 

325L23425 C Blood — 01/12/2010:45 

A 

Components 

Reference 

Component Value Range Flag Lab 

Calcium 9.4 8.4-10.2 — Sunquest 

mg/dL 


Johns Hopkins Aramco H althcarc 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Phosphorus [103503966] __ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 


Phosphorus [103503994] 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/12/20 08:01 


Resulted: 01/12/20 11:31. Result status: 

_ Final result 

Resulting lab JHAH SUNQUEST 


Specimen Information 

Id Type Source Collected On 

325L23425_P Blood — 01/12/20 10:45 

HOS 


Components _ 

Reference 

Component Value Range Flag Lab 

Phosphorus 3.7 2.5-4.5 mg/dL — Sunquest 


Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Hepatic Panel 2 (BILAT,ALP.AST,ALT,LDH) [103503967] 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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oihll Tu>ljl 

Johns Hopkins AramcoHealthcare 


Johns Hopkins Aramco Healthcaie Company 
P.O. Box 76. Dhahran 31311, Saudi Arabia 
Telephone: .966 13 877 3344 

Facsimile: .966 13 877 8158 _ 

Hepatic Panel 2 (BILAT,ALP,AST,ALT,LDH) [103503967] (continued) 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Completed 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 
Frequency Once 01/12/20 08:00 - 1 occurrence 

Hepatic Panel 2 (BILATALP.AST.ALT.LDH) [103503995] Resulted: 01/12/20 11:31, Result status: 

(Abnormal) __ Final result 

Ordering provider Mazen Abou Akl, MD 01/12/20 Resulting lab JHAH SUNQUEST 
08:01 

Specimen Information _ 

Type Source Collected On 

325L23425_H Blood — 01/12/20 10:45 

EP2 


Components 


Component 

Bilirubin, Total 

Value 

0.7 

Reference 

Range 

0.2 -1.3 mg/dL 

Flag 

Lab 

Sunquest 

Aik. Phosphatase 

80 

53- 128 IU/L 

— 

Sunquest 

AST (SGOT) 

45 

17-59 IU/L 

— 

Sunquest 

ALT (SGPT) 

67 

<50 IU/L 

H 

Sunquest 

LDH 

275 

120-246 IU/L 

H 

Sunquest 


Testing Performed By 


Lab - Abbreviation 

Name 

Director 

Address 

Valid Date Range 

12 - Sunquest 

JHAH 

Unknown 

Unknown 

05/18/15 09:43-Present 


SUNQUEST 


Lactic Acid [103503968] 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by: L'emir Mohamad Kaddoura MD 

01/13/20 09:48 


Lactic Acid [103503996] (Abnormal) 


Resulted: 01/12/20 11:35, Result status: 

Final result 


Ordering provider: 

08:01 

Mazen Abou Akl, 

MD 01/12/20 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 




ID 

325L23427 L 

A 

Type 

Blood 

Source 


Collected On 

01/12/20 10:45 

Components 





Component 
Lactic Acid 


Value 

2.2 

Reference 

Range 

0.7-2.1 
mmol/L 

Flag Lab 

H Sunquest 


MRN: 367567 

45 Y.O, / Male/9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aiomco Healthcare Company 
P.O. Box 76, Ohahran 31311, Saudi Arabia 
Telephone: .966 13 877 3341 
facmnile: .966 13 877 81S8 


Johns Hopkins AramroH althcarc 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Lipid Panel (Choi, Trig, HDL, LDL) [103504005] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:08 Status Completed 

Ordering user Mazen Abou Akl, MD 01/12/20 08:08 Ordering provider Mazen Abou Akl, MD 
Authorized by: Mazen Abou Akl, MD 
Frequency Once 01/12/20 08:02 -1 occurrence 

Resulted: 01/12/20 11:31, Result status: 
Lipid Panel (Choi, Trig, HDL, LDL) [103504386] (Abnormal) _ Final result 

Ordering provider Mazen Abou Akl, MD 01/12/20 Resulting lab JHAH SUNQUEST 
08:08 


Specimen Information _ 

ID Type Source Collected On 

325L23425_LI Blood — 01/12/20 10 45 

PC 


Components 





Component 

Value 

Reference 

Range 

Flag 

Lab 

Cholesterol 

194 

<200 mg/dL 

— 

Sunquest 

Comment: 

(NOTE) 

RESULTS 

INTERPRETATION 




<200 Desirable 

200-239 Borderline High Risk 
>240 Very High 


Triglycerides 137 <150mg/dL — Sunquest 

Comment: 

(NOTE) 

RESULTS INTERPRETATION 

<150 Normal 

150-199 Borderline High 
200-499 High 

>=500 Very High 


HDL 54 >40 mg/dL 

Comment: 

(NOTE) 

RESULTS 

Male Female INTERPRETATION 

<40 <50 Low (Increased Risk) 

Name: Hamad Nasir Al Helaiw Official Stamp 

MRN: 367567 
45 Y.O. / Male/ 9/9/1974 



Sunquest 


Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 

_ 

40-60 50-60 Normal 
>60 >60 High (Desirable) 


oibJI r^-iflljl JiS^cd JJqji 
Johns Hopkins Aramco H atthcarc 


LDL 113 <100mg/dL H Sunquest 

Comment: 

(NOTE) 

RESULTS INTERPRETATION 


<100 Optimal 

100-129 Near Optimal/Above Optimal 

130-159 Borderline High 

160-189 High 

>=190 Very High 


Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Hemoglobin A1C - Glycated Hemoglobin (HA1C) [103504006] _ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:08 Status: Completed 

Ordering user Mazen Abou Akl, MD 01/12/20 08:08 Ordering provider: Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 
Frequency: Once 01/12/20 08:02 - 1 occurrence 

Resulted: 01/14/20 10:53. Result status: 
Hemoglobin A1C - Glycated Hemoglobin (HA1C) [103504387] Pj na l resu | t 


Ordering provider Mazen Abou Akl, 
08:08 

MD 01/12/20 

Resulting lab: JHAH SUNQUEST 

Specimen Information 



ID Type 

325L23425 H Blood 

A1C 

Source 

Collected On 

01/12/20 10:45 

Components 



Component 

Hemoglobin A1C 

Value 

5.6 

Reference 

Range Flag Lab 

% — Sunquest 


Comment: 

Reference Intervals % 


Hemoglobin A1C: 3.8-6.3 

Total Glycated Hgb: 4.8 - 7.8 

If the patient is not diabetic, an elevated 
HA1C can be seen with this methodology due 
to the presence of rare Hemoglobin variants. 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 



Official Stamp 


Signature 
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Johns Hopkins AramcoH althcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Bo. 76, Ohahran 31311, Saudi Arabia 
Telephone: ♦966 13 877 3344 
Facaamle: ♦966 13 877 8158 


Testing Performed By 


Lab - Abbreviation Name 

12 - Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 

ABO/Rh (D) [103504401] 




Electronically signed by Interface, Sunquest Lab Results In on 01/12/20 
10:47 

Ordering user Interface, Sunquest Lab Results In Ordering provider. 

01/12/20 10:47 

Authorized by Moh'd Abdul Jalil Qatari, MD 

Frequency: Once 01/12/20 10:47 - 1 occurrence 

Status Completed 

Moh'd Abdul Jalil Qatari, MD 

ABO/Rh (D) [103504402] 


Resulted: 01/12/20 15:03, Result status: 

Final result 

Ordering provider Moh'd Abdul Jalil Qatari, MD 
01/12/20 10:47 

Resulting lab: JHAH SUNQUEST 

Specimen Information 




ID Type 

325L24026 A — 

BRH 

Source 


Collected On 

01/12/20 10:47 

Components 




Component 

ABO/RH (D) 

Value 

A 

POSITIVE 

Reference 

Range 

Flag Lab 

— Sunquest 


Testing Performed By 

Lab - Abbreviation Name 

12-Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 

Urinalysis [103101323] 




Electronically signed by Mohamed R Dharsey, MD on 01/12/20 05:57 

Status Completed 


Ordering user Mohamed R Dharsey, MD 01/12/20 Ordering provider Mazen Abou Akl, MD 
05:57 

Authorized by Mazen Abou Akl, MD 
Frequency: Once 01/12/20 05:55 - 1 occurrence 
Order comments Pre-Treatment 

Resulted: 01/12/20 14:19, Result status: 
Urinalysis [103501680] (Abnormal) _ Edited Result - FINAL 

Ordering provider Mazen Abou Akl, MD 01/12/20 Resulting lab: JHAH SUNQUEST 
05:57 

Specimen Information 

ID Type Source Collected On 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bo« 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: ♦96613 877 8158 


325L24335_U Urine 
A 


s/ibJi qiolji J5pj 

Johns Hopkins Aramco Healthcare 


01/12/20 13:45 


Components 

Component 

Urine Color 

Value 

Yellow 

Reference 

Range 

Flag 

Lab 

Sunquest 

Urine Appearance 

Clear 

— 

— 

Sunquest 

Urine Specific Gravity 

1.019 

1.000- 1.030 

— 

Sunquest 

Urine pH 

5 

4.5-8.0 

— 

Sunquest 

Urine Protein 

Negative 

Negative 

mg/dL 

— 

Sunquest 

Urine Glucose 

Negative 

Negative 

mg/dL 

— 

Sunquest 

Urine Ketone 

Negative 

Negative 

mg/dL 

— 

Sunquest 

Urine Blood 

1+ 

Negative 

A 

Sunquest 

Urine Bilirubin 

Negative 

Negative 

_ 

Sunquest 

Urine Urobilinogen 

Normal 

0.0 -1.0 EU/dL 

— 

Sunquest 

Urine Nitrites 

Negative 

Negative 

— 

Sunquest 

Urine Leuk. Esterase 

Negative 

Negative 

— 

Sunquest 

Urine RBC 

0-5 

/hpf 

— 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12-Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43 - Present 


POCT Glucose Random [103504403] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/12/20 Status Completed 

14:49 

Ordering user Interface, Sunquest Lab Results In Ordering provider: Mazen Abou Akl, MD 

01/12/20 14:49 

Authorized by: Mazen Abou Akl, MD 
Frequency Once 01/12/20 14:49 - 1 occurrence 

Resulted: 01/12/20 14:50. Result status: 
POCT Glucose Random [103504404] Pi na l resu | t 

Ordering provider: Mazen Abou Akl, MD 01/12/20 Resulting lab: JHAH SUNQUEST 
14:49 


Specimen Information 

ID Type Source Collected On 

325L24704_G — — 01/12/20 14:49 

LUPBR 


Components 

Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 124 73- 178 mg/dL — Sunquest 

Comment: 


** Note: POC testing results may vary from those tested in the central lab. ** 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins AramcoHealthcare 


Johns Hopkins Aramco Healthcare Company 
P.O. Bo« 76. Dhahran 31311. Saudi Arabra 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 _ 

Operator ID 8445411 — — Sunquest 

Operator Name TAN, — — Sunquest 

APRIL 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 

POCT Glucose Random [103504416] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/12/20 Status Completed 

19:21 

Ordering user Interface, Sunquest Lab Results In Ordering provider: Ahmed Abdelbary, MD 

01/12/20 19:21 

Authorized by Ahmed Abdelbary, MD 
Frequency Once 01/12/20 19:21-1 occurrence 

Resulted: 01/12/20 20:38. Result status: 
POCT Glucose Random [103504417] Pi na l resu |t 

Ordering provider Ahmed Abdelbary, MD 01/12/20 Resulting lab: JHAH SUNQUEST 
19:21 


Specimen Information 


ID Type 

325L25284 G — 

LUPBR 

Components 

Source 


Collected On 
01/12/20 19:21 


Component 

Value 

Reference 

Range 

Flag 

Lab 

POCT GLUCOSE RANDOM 

122 

73- 178 mg/dL 

— 

Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 

8230209 

— 

— 

Sunquest 

Operator Name 

Thomas, 

— 

— 

Sunquest 


Sophy 





Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


CBC With Differential (Hemogram) [103501706] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mazen Abou Akl, MD 
Authorized by: Mazen Abou Akl, MD 

Frequency Q12H 01/12/20 10:00 - Until Specified Discontinued by: L'emir Mohamad Kaddoura, MD 

01/13/20 09:48 

CBC With Differential (Hemogram) [103503985] _ 

CBC With Differential (Hemogram) [103503985] (Abnormal)_Resulted: 01/12/20 22:24. Result status: 

Name: Hamad Nasir Al Helaiw Official Stamp Signature 

MRN: 367567 
45 Y.O. / Male/ 9/9/1974 
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Johns Hopkins Arainto Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Aiabu 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8168 _ 

CBC With Differential (Hemogram) [103503985] (continued) 


Final result 


Ordering provider Mazen Abou Akl, MD 
08:01 

01/12/20 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 





ID Type 

325L23426 H Blood 

EMO 

Source 


Collected On 

01/12/20 21:45 

Components 





Component 

WBC 

Value 

14.6 

Reference 

Range 

4.0-10.0 

K/cumm 

Flag 

H 

Lab 

Sunquest 

RBC 

4.35 

4.5-5.9 
M/cumm 

L 

Sunquest 

Hemoglobin 

11.4 

13.5-17.5 

g/dL 

L 

Sunquest 

Hematocrit 

37.2 

41 - 53 % 

L 

Sunquest 

MCV 

85.5 

77 - 96 fL 

— 

Sunquest 

MCH 

26.2 

26 - 34 pg 

— 

Sunquest 

MCHC 

30.6 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.4 

10.9-15.7 

— 

Sunquest 

Platelets 

255 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

9.7 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

11.0 

10.1 -16.1 fL 

— 

Sunquest 

Neutrophil % 

70 

% 

— 

Sunquest 

Neut. Absolute 

10.2 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

20 

% 

— 

Sunquest 

Lymph. Absolute 

3.0 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

9 

% 

— 

Sunquest 

Mono. Absolute 

1.3 

0.0-1.0 
K/cumm 

H 

Sunquest 

Eosinophil % 

1 

% 

— 

Sunquest 

Eos. Absolute 

0.1 

0.0-0.4 
K/cumm 

— 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.0 

0.0-0.1 
K/cumm 

— 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 
12-Sunquest JHAH 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


SUNQUEST 


s/ibJi 9F>F> 
Johns Hopkins AramcoHralttKarc 


Coagulation Profile (PT, PTT) [103501707] 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bo* 76, Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 

Facsimile: *96613 877 8158 _ 

Coagulation Profile (PT, PTT) [103501707] (continued) 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 

Frequency Q12H 01/12/20 10:00 - Until Specified Discontinued by L'emir Mohamad Kaddoura, MD 

01/13/20 09:48 


Johns Hopkins Aramco Healthcare 


Resulted: 01/12/20 22:37. Result status: 
Coagulation Profile (PT, PTT) [103503987] (Abnormal) Final result 

Ordering provider: Mazen Abou Akl, MD 01/12/20 Resulting lab: JHAH SUNQUEST 
08:01 


Specimen Information 


ID Type 

325L23426 C Blood 

OAGB 

Components 

Source 


Collected On 
01/12/20 21:45 


Component 

Value 

Reference 

Range 

Flag 

Lab 

Prothrombin Time 

14.6 

9.8 -12.7 Secs 

H 

Sunquest 

I.N. Ratio 

1.4 

1.0 -1.2 Ratio 

H 

Sunquest 

Comment: 

PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 


APTT, Patient 

26 

22 - 33 Secs 

— 

Sunquest 


Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 

Testing Performed By 

26 Secs — 

Sunquest 

Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

12 -Sunquest JHAH 

Unknown 

Unknown 

05/18/15 09:43-Present 

SUNQUEST 





POCT Glucose Random [103504419] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 01/13/20 Status: Completed 

05:01 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Ahmed Abdelbary, MD 

01/13/20 05:01 

Authorized by. Ahmed Abdelbary, MD 
Frequency: Once 01/13/20 05:01 - 1 occurrence 

Resulted: 01/13/20 05:02. Result status: 
POCT Glucose Random [103504420] Final result 

Ordering provider: Ahmed Abdelbary, MD 01/13/20 Resulting lab JHAH SUNQUEST 
05:01 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 V.O./Male/9/9/1974 



Official Stamp 


Signature 
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uiloll ijiuljl 

Johns Hopkins AramcoH althoarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Bo* 76, Dhahtan 31311, Saudi Arabia 
Telephone: ♦966 13 877 3344 
Facsimile: ^966 13 877 8158 


Specimen Information 


ID Type 

325L25573 G — 

LUPBR 

Components 

Source 


Collected On 
01/13/20 05:01 


Component 

Value 

Reference 

Range 

Flag 

Lab 

POCT GLUCOSE RANDOM 

108 

73- 178 mg/dL 

— 

Sunquest 

Comment: 

** Note: POC testing results 

may vary from those tested in the central lab. ** 

Operator ID 

8230227 

— 

— 

Sunquest 

Operator Name 

Paranjothy 

— 

— 

Sunquest 


, Mary 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


BUN/Creatinine/Lytes [103501713] 


Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 

Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider 
Authorized by Mohamed Eldesouky Ibrahim, MD 
Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 


Status Discontinued 

Mohamed Eldesouky Ibrahim, MD 


BUN/Creatinine/Lytes [103504409] 


Resulted: 01/13/20 05:47, Result status: 

Final result 


Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/12/20 18:00 

Specimen Information 


Resulting lab: JHAH SUNQUEST 


ID Type 

325L25077 C Blood 

HEM6 

Components 

Source 


Collected On 

01/13/20 05:16 



Reference 



Component 

Value 

Range 

Flag 

Lab 

BUN 

12 

6 - 20 mg/dL 

— 

Sunquest 

Creatinine 

0.7 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

137 

137-145 

mEq/L 

— 

Sunquest 

Potassium 

4.3 

3.5 - 5.1 mEq/L 

— 

Sunquest 

Chloride 

106 

98- 107 mEq/L 

— 

Sunquest 

Carbon Dioxide 

22 

22 - 28 mEq/L 

— 

Sunquest 

Testing Performed By 

Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12-Sunquest JHAH 

Unknown 

Unknown 


05/18/15 09:43-Present 


Name: Hamad Nasir Al Helaiw 
MRN: 367567 
45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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s/ibJi }Sp 

Johns Hopkins Aramco Healthcare 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Ohahran 31311, Saudi Arabw 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8156_ 


SUNQUEST 


Magnesium [103501714] _ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 


Ordering user Mazen Abou Akl, MD 01/12/20 08:01 
Authorized by Mohamed Eldesouky Ibrahim, MD 
Frequency Daily 01/12/20 10:00 - Until Specified 

Ordering provider Mohamed Eldesouky Ibrahim, MD 

Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 

Magnesium [103504410] 



Resulted: 01/13/20 05:47. Result status: 

Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/12/20 18:00 

Resulting lab: JHAH SUNQUEST 

Specimen Information 




ID Type 

325L25077 M Blood 

G 

Source 


Collected On 

01/13/20 05:16 

Components 




Component 

Magnesium 

Value 

1.9 

Reference 

Range 

1.7-2.4 mg/dL 

Flag Lab 

— Sunquest 

Testing Performed By 




Lab - Abbreviation Name 
12-Sunquest JHAH 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43 - Present 


SUNQUEST 


Calcium, Serum [103503965] 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 


Calcium. Serum [103504411] 



Resulted: 01/13/20 05:47. Result status: 

Final result 

Ordering provider: Mohamed Eldesouky Ibrahim, MD 
01/12/20 18:00 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 




ID Type 

325L25077 C Blood 

A 

Source 


Collected On 

01/13/20 05:16 

Components 




Component 

Calcium 

Value 

9.2 

Reference 

Range 

8.4-10.2 

mg/dL 

Flag Lab 

— Sunquest 

Testing Performed By 




Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 

Official Stamp 

Signature 

[[» «•»»■ 

U CB. 70S7002388 JJ 
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Johns Hopkins Aramco Healthcare Company 

P.O. Box 76. Dhahran 31311, Saudi Arabia 

Telephone: *966 13 877 3344 

Facsimile: *966 13 877 8168 



sAbli 

Johns Hopkins Aramco H althcarc 

12-Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 

05/18/15 09:43 - Present 


Phosphorus [103503966] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency Daily 01/12/20 10:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 

Resulted: 01/13/20 05:47, Result status: 
Phosphorus [103504412]_ _ Final result 


Ordering provider 

01/12/20 18:00 

Mohamed Eldesouky Ibrahim, MD 

Resulting lab JHAH SUNQUEST 

Specimen Information 




ID 

325L25077 P 
HOS 

Type 

Blood 

Source 


Collected On 

01/13/20 05:16 

Components 





Component 

Phosphorus 


Value 

3.5 

Reference 

Range 

2.5 - 4.5 mg/dL 

Flag Lab 

— Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Lactic Acid [103503968] 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by L'emir Mohamad Kaddoura, MD 

01/13/20 09:48 


Resulted: 01/13/20 05:45, Result status: 
Lactic Acid [ 103504413] _ Final result 

Ordering provider Mazen Abou Akl, MD 01/12/20 Resulting lab: JHAH SUNQUEST 
18:00 


Specimen Information 

ID Type Source Collected On 

325L25122_L Blood — 01/13/20 05:16 

A 


Components 

Reference 

Component Value Range Flag Lab 

Lactic Acid 1.3 0.7-2.1 — Sunquest 

mmol/L 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: .966 13 877 3344 
Facsimile: .966 13 877 8158 


Testing Performed By 

Lab - Abbreviation Name Director Address 


12-Sunquest JHAH Unknown Unknown 

SUNQUEST 


Johns Hopkins Aramco Healthcare 


Valid Date Range 
05/18/15 09:43 - Present 


CBC With Differential (Hemogram) [103501706] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 

Frequency: Q12H 01/12/20 10:00 - Until Specified Discontinued by L'emir Mohamad Kaddoura, MD 

01/13/20 09:48 

CBC With Differential (Hemogram) [103504414] _ 

Resulted: 01/13/20 05:37, Result status: 
CBC With Differential (Hemogram) [103504414] (Abnormal) Pj na | result 

Ordering provider: Mazen Abou Akl, MD 01/12/20 Resulting lab: JHAH SUNQUEST 
20:00 


Specimen Information 


ID Type 

325L25249 H Blood 

EMO 

Components 

Source 


Collected On 
01/13/20 05:16 




Reference 



Component 

Value 

Range 

Flag 

Lab 

WBC 

14.8 

4.0-10.0 

K/cumm 

H 

Sunquest 

RBC 

4.36 

4.5-59 

M/cumm 

L 

Sunquest 

Hemoglobin 

11.5 

13.5-17.5 

g/dL 

L 

Sunquest 

Hematocrit 

37.0 

41 - 53 % 

L 

Sunquest 

MCV 

84.9 

77 - 96 fL 

— 

Sunquest 

MCH 

26.4 

26 - 34 pg 

— 

Sunquest 

MCHC 

31.1 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.3 

10.9-15.7 

— 

Sunquest 

Platelets 

256 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

9.8 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

10.7 

10.1-16.1 fL 

— 

Sunquest 

Neutrophil % 

68 

% 

— 

Sunquest 

Neut. Absolute 

10.1 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

21 

% 

— 

Sunquest 

Lymph. Absolute 

3.1 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

9 

% 

— 

Sunquest 

Mono. Absolute 

1.4 

0.0-1.0 
K/cumm 

H 

Sunquest 

Eosinophil % 

1 

% 

— 

Sunquest 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Atamco Healthcare Company 
P.O Bon 76. Dhahrui 31311. Sao<* Arabia 
Telephone: *966 13 877 3344 

CBC With Differential (Hemogram) [103504414] (continued) 


Eos. Absolute 

0.2 

0.0-0.4 
K/cumm 

— 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.1 

0.0 -0.1 
K/cumm 

— 

Sunquest 


Johns Hopkins Aramco H althcarc 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Coagulation Profile (PT, PTT) [103501707] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mazen Abou Akl, MD 
Authorized by Mazen Abou Akl, MD 

Frequency Q12H 01/12/20 10:00 - Until Specified Discontinued by L'emir Mohamad Kaddoura, MD 

01/13/20 09:48 


Resulted: 01/13/20 06:23, Result status: 
Coagulation Profile (PT. PTT) [103504415] (Abnormal) Final result 

Ordering provider Mazen Abou Akl, MD 01/12/20 Resulting lab JHAH SUNQUEST 
20:00 

Specimen Information _ 

ID Type Source Collected On 

325L25249_C Blood — 01/13/20 05:16 

OAGB 


Components 


Component 

Prothrombin Time 

Value 

13.1 

Reference 

Range 

9.8 -12.7 Secs 

Flag 

H 

Lab 

Sunquest 

I.N. Ratio 

1.2 

1.0 -1.2 Ratio 

— 

Sunquest 

Comment: 





PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

APTT, Patient 

25 

22 - 33 Secs 

— 

Sunquest 


Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 

Testing Performed By 

26 Secs — 

Sunquest 

Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

12 - Sunquest JHAH 

Unknown 

Unknown 

05/18/15 09:43-Present 

SUNQUEST 





Name. Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Arabia 
Telephone: .966 13 877 3344 
facsimile: .96613 877 8158 


OlbJIJiSj^ll! Ji<^ J5|I) 
Johns Hopkins Aramco Hi aithcare 


POCT Glucose Random [103540891] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/13/20 Status Completed 

12:47 

Ordering user Interface, Sunquest Lab Results In Ordering provider: L'emir Mohamad Kaddoura, MD 

01/13/20 12:47 

Authorized by L'emir Mohamad Kaddoura, MD 
Frequency Once 01/13/20 12:47 - 1 occurrence 


POCT Glucose Random [103540892] _ 

Ordering provider L'emir Mohamad Kaddoura, MD 
01/13/20 12:47 


Resulted: 01/13/20 13:09, 


Resulting lab: JHAH SUNQUEST 


Result status: 
Final result 


Specimen Information _ 

~ID Type Source Collected On 

325L26753_G — — 01/13/20 12:47 

LUPBR 


Components 

Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 132 73- 178mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 8230010 — — Sunquest 

Operator Name K, — — Sunquest 

NAICKER 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


POCT Glucose Random [103540908] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/13/20 Status Completed 

19:29 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Haytham Rizk MD 

01/13/20 19:29 

Authorized by: Haytham Rizk, MD 
Frequency Once 01/13/20 19:29 - 1 occurrence 


POCT Glucose Random [103540909] 

Ordering provider Haytham Rizk, MD 01/13/20 19:29 


Resulted: 01/13/20 


Resulting lab: JHAH SUNQUEST 


19:30. Result status: 
_Final result 


Specimen Information 

Type Source Collected On 

325L27548 G — — 01/13/20 19:29 

LUPBR 


Components 

Component 

Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311. Saudi Arabia 
Telephone: .966 13 877 3344 

Facsimile: .966 13 877 8158 _ 

Range 

POCT GLUCOSE RANDOM 110 73 - 178 mg/dL — 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 
Operator ID 8230209 — — 

Operator Name Thomas, — — 

Sophy 


uibJI (jSjjIjI pqi )V> 
Johns Hopkins Aramco Hi althcarc 


Sunquest 

Sunquest 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


C-Reactive Protein, Quantitative (CRP) [103540904] _ 

Electronically signed by Hesham Hassan, MD on 01/13/20 18:19 Status Completed 

Ordering user Hesham Hassan, MD 01/13/20 18:19 Ordering provider: Hesham Hassan, MD 
Authorized by Hesham Hassan, MD 
Frequency Once 01/13/20 18:20 - 1 occurrence 


C-Reactive Protein. Quantitative (CRP) [103540906] (Abnormal) 


Resulted: 01/13/20 21:38, Result status: 
_ Final result 


Ordering provider Hesham Hassan, MD 01/13/20 Resulting lab: JHAH SUNQUEST 
18:19 


Specimen Information 

ID Type Source Collected On 

325L27476_C Blood — 01/13/20 20:00 

RPQ 


Components 

Reference 

Component Value Range Flag Lab 

CRP, Quantitative 1.9 <1.0 mg/dL H Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


BUN/Creatinine/Lytes [103540905] 

Electronically signed by: Hesham Hassan, MD on 01/13/20 18:19 Status: Completed 

Ordering user Hesham Hassan, MD 01/13/20 18:19 Ordering provider. Hesham Hassan, MD 
Authorized by: Hesham Hassan, MD 
Frequency Once 01/13/20 18:20 - 1 occurrence 


BUN/Creatinine/Lytes [103540907] (Abnormal) 

Ordering provider Hesham Hassan, MD 01/13/20 
18:19 


Resulted: 01/13/20 21:38. Result status: 

_ Final result 

Resulting lab JHAH SUNQUEST 


Specimen Information 
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Johns Hopkins Aramco Healthcare Company 

P.O. Box 76, Dhahran 51311, Saudi Arabia 

Telephone: .966 13 877 3344 

Facsimile: .96613 877 8158 



s/ibJl <|4oty J5p> 

Johns Hopkins Aramco H atthcarc 

ID Type 

325L27476 C Blood 

HEM6 

Source 

Collected On 

01/13/20 20:00 

Components 





Component 

BUN 


Value 

9 

Reference 

Range Flag 

6 - 20 mg/dL — 

Lab 

Sunquest 

Creatinine 


0.7 

0.66-1.25 — 

mg/dL 

Sunquest 

Sodium 


139 

137-145 — 

mEq/L 

Sunquest 

Potassium 


4.4 

3.5 - 5.1 mEq/L — 

Sunquest 

Chloride 


106 

98-107 mEq/L — 

Sunquest 

Carbon Dioxide 


21 

22 - 28 mEq/L L 

Sunquest 

Testing Performed By 





Lab - Abbreviation 
12 - Sunquest 

Name 

JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 


BUN/Creatinine/Lytes [103501713] 


Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 


Ordering user Mazen Abou Akl, MD 01/12/20 08:01 
Authorized by Mohamed Eldesouky Ibrahim, MD 


Status Discontinued 

Ordering provider: Mohamed Eldesouky Ibrahim, MD 


Frequency Daily 01/12/20 10:00 ■ 

• Until Specified 

Discontinued by: 

Nizar Atieh Awad, MD 01/16/20 07:34 

BUN/Creatinine/Lytes [103540895] (Abnormal) 


Resulted: 

01/14/20 05:55, Result status: 

Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/13/20 18:00 

Resulting lab: JHAH SUNQUEST 

Specimen Information 





ID Type 

325L27374 C Blood 
HEM6 

Source 


Collected On 

01/14/20 05:13 

Components 





Component 

BUN 

Value 

10 

Reference 

Range 

6 - 20 mg/dL 

Flag 

Lab 

Sunquest 

Creatinine 

0.7 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

139 

137-145 

mEq/L 

— 

Sunquest 

Potassium 

4.0 

3.5 - 5.1 mEq/L 

— 

Sunquest 

Chloride 

108 

98-107 mEq/L 

H 

Sunquest 

Carbon Dioxide 

20 

22 - 28 mEq/L 

L 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins AramcoH ;ilthcarc 


Johns Hopkins Aiainco Healthcaie Company 
P.O. Box 76. Dhahran 31311. Saudi Arabia 
Telephone: ♦966 13 877 334* 

Facsimile: .966 13 877 8168 _ 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Magnesium [103501714] _ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 


Ordering user Mazen Abou Akl, MD 01/12/20 08:01 
Authorized by Mohamed Eldesouky Ibrahim, MD 
Frequency Daily 01/12/20 10:00 - Until Specified 

Ordering provider Mohamed Eldesouky Ibrahim, MD 

Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 

Magnesium [103540896] 



Resulted: 01/14/20 05:55, Result status: 

Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/13/20 18:00 

Resulting lab JHAH SUNQUEST 

Specimen Information 




ID Type 

325L27374 M Blood 

G 

Source 


Collected On 

01/14/20 05:13 

Components 




Component 

Magnesium 

Value 

1.8 

Reference 

Range 

1.7-2.4 mg/dL 

Flag Lab 

— Sunquest 

Testing Performed By 




Lab - Abbreviation Name 
12-Sunquest JHAH 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 


SUNQUEST 


Calcium, Serum [103503965] _ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 


Resulted: 01/14/20 05:55, Result status: 
Calcium, Serum [103540897] p ina l resu)t 


Ordering provider: 

01/13/20 18:00 

Mohamed Eldesouky Ibrahim, MD 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 




ID 

325L27374 C 

A 

Type 

Blood 

Source 


Collected On 

01/14/20 05:13 

Components 





Component 

Calcium 


Value 

9.0 

Reference 

Range 

8.4-10.2 

mg/dL 

Flag Lab 

— Sunquest 


Testing Performed By 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aramco Healthcare Company 

P.O. Bo* 76, Dhahran 31311. Saudi Arabia 

Telephone: *966 13 877 3344 

Facsimile: *96613 877 8158 



■JihJI pip J5)J> 

Johns Hopkins Aramco Hi althcarc 

Lab - Abbreviation 

Name 

Director 

Address 

Valid Date Range 

12 - Sunquest 

JHAH 

SUNQUEST 

Unknown 

Unknown 

05/18/15 09:43-Present 


Phosphorus [103503966] ___ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 


Ordering user Mazen Abou Akl, MD 01/12/20 08:01 
Authorized by Mohamed Eldesouky Ibrahim, MD 
Frequency: Daily 01/12/20 10:00 - Until Specified 

Ordering provider Mohamed Eldesouky Ibrahim, MD 

Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 

Phosphorus [103540898] 



Resulted: 01/14/20 05:55, Result status: 

Final result 

Ordering provider: Mohamed Eldesouky Ibrahim, MD 
01/13/20 18:00 

Resulting lab: JHAH SUNQUEST 

Specimen Information 




ID Type 

325L27374 P Blood 

HOS 

Source 


Collected On 

01/14/20 05:13 

Components 




Component 

Phosphorus 

Value 

4.1 

Reference 

Range 

2.5-4.5 mg/dL 

Flag Lab 

— Sunquest 

Testing Performed By 




Lab - Abbreviation Name 
12-Sunquest JHAH 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 


SUNQUEST 


CBC With Differential (Hemogram) [103504425] _ 

Electronically signed by: L'emir Mohamad Kaddoura, MD on 01/13/20 Status Discontinued 

09:48 

Ordering user L'emir Mohamad Kaddoura, MD 01/13/20 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
09:48 

Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/14/20 06:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 

Modified from: CBC With Differential (Hemogram) [103501706] 

CBC With Differential (Hemogram) [103540899] _ 

Resulted: 01/14/20 07:37, Result status: 
CBC With Differential (Hemogram) [103540899] (Abnormal) Fj na | result 

Ordering provider: Mohamed Eldesouky Ibrahim, MD Resulting lab: JHAH SUNQUEST 
01/13/20 18:00 

Specimen Information 

ID Type Source Collected On 

325L27374_H Blood — 01/14/20 05:13 

EMO 

Components 


Component Value Reference Flag Lab 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 

Facsimile: *96613 877 8158 _ 

CBC With Differential (Hemogram) [103540899] (continued) 


SfltoM<>SxjVjiSw0jJ9>JSM> 
Johns Hopkins AramcoH> althoaro 


WBC 

13.9 

Range 

4.0-10.0 

K/cumm 

H 

Sunquest 

RBC 

4.12 

4.5-5.9 
M/cumm 

L 

Sunquest 

Hemoglobin 

11.0 

13.5-17.5 

g/dL 

L 

Sunquest 

Hematocrit 

35.3 

41 - 53 % 

L 

Sunquest 

MCV 

85.7 

77 - 96 fL 

— 

Sunquest 

MCH 

26.7 

26 - 34 pg 

— 

Sunquest 

MCHC 

31.2 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.2 

10.9-15.7 

— 

Sunquest 

Platelets 

268 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

9.9 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

11.4 

10.1-16.1 fL 

— 

Sunquest 

Neutrophil % 

75 

% 

— 

Sunquest 

Neut. Absolute 

10.4 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

20 

% 

— 

Sunquest 

Lymph. Absolute 

2.8 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

5 

% 

— 

Sunquest 

Mono. Absolute 

0.6 

0.0-1.0 
K/cumm 

— 

Sunquest 

Eosinophil % 

0 

% 

— 

Sunquest 

Eos. Absolute 

0.0 

0.0 - 0.4 
K/cumm 

— 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.0 

0.0-0.1 
K/cumm 

— 

Sunquest 

Giant Platelet 

Seen 

— 

— 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Coagulation Profile (PT, PTT) [103504426] _ 

Electronically signed by L’emir Mohamad Kaddoura, MD on 01/13/20 Status Discontinued 

09:48 

Ordering user L’emir Mohamad Kaddoura, MD 01/13/20 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
09:48 

Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency Daily 01/14/20 06:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 

Modified from Coagulation Profile (PT, PTT) [103501707] 


Coagulation Profile (PT, PTT) [103540900] 


Resulted: 01/14/20 06:35. Result status: 
_ Final result 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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sAbJI Ji<*a 

Johns Hopkins ArnmcoH atthcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 
Facswnile: *966 13 877 8158 _ 

Ordering provider: Mohamed Eldesouky Ibrahim, MD Resulting lab JHAH SUNQUEST 
01/13/20 18:00 


Specimen Information 


ID Type 

325L27374 C Blood 

OAGB 

Components 

Source 


Collected On 

01/14/20 05:13 

Component 

Value 

Reference 

Range 

Flag Lab 

Prothrombin Time 

11.4 

9.8 -12.7 Secs 

— Sunquest 

I.N. Ratio 

1.0 

1.0-1.2 Ratio 

— Sunquest 

Comment: 

PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

APTT, Patient 

26 

22 - 33 Secs 

— Sunquest 


Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 

Testing Performed By 

26 Secs — 

Sunquest 

Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

12 - Sunquest JHAH 

Unknown 

Unknown 

05/18/15 09:43 - Present 

SUNQUEST 





POCT Glucose Random [103540931] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 01/14/20 Status Completed 

19:10 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: L'emir Mohamad Kaddoura, MD 

01/14/20 19:10 

Authorized by: L'emir Mohamad Kaddoura, MD 
Frequency: Once 01/14/20 19:10 - 1 occurrence 


POCT Glucose Random [103540932] 

Ordering provider: L'emir Mohamad Kaddoura, MD 
01/14/20 19:10 


Resulted: 01/14/20 19:13, Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information 

ID Type Source Collected On 

325L29982_G — — 01/14/20 19:10 

LUPBR 


Components 

Reference 


Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 108 73- 178mg/dL — Sunquest 
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Johns Hopkins AramcoH althcare 


Johns Hopkins Aramco Healthcaie Company 
P.O. Bon 76. Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 


Operator ID 

8232458 — 

— 

Sunquest 

Operator Name 

Mokgawa, — 

Minah 

— 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


POCT Glucose Fasting [103540934] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/15/20 Status Completed 

04:56 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: L'emir Mohamad Kaddoura, MD 

01/15/20 04:56 

Authorized by L'emir Mohamad Kaddoura, MD 
Frequency: Once 01/15/20 04:56 - 1 occurrence 


POCT Glucose Fasting [103540935] (Abnormal) 
Ordering provider: L'emir Mohamad Kaddoura, MD 
01/15/20 04:56 


Resulted: 01/15/20 06:55, Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information 


ID Type 

325L30512 G — 

LUPBF 

Components 

Source 


Collected On 
01/15/20 04:56 


Component 

Value 

Reference 

Range 

Flag 

Lab 

POCT GLUCOSE FASTING 

128 

70- 100 mg/dL 

H 

Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 

8232458 

— 

— 

Sunquest 

Operator Name 

Mokgawa, 

— 

— 

Sunquest 


Minah 





Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


BUN/Creatinine/Lytes [103501713] _ 

Electronically signed by: Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency Daily 01/12/20 10:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 


BUN/Creatinine/Lytes [103540925] 


Resulted. 01/15/20 05:41. Result status: 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 



Official Stamp 


QARNNA0A 
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Johns Hopkins Aramco Heahhcare Company 
P.O. Bon 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


sflhll - jSxjIjI jiS^> Ji<^ 
Johns Hopkins Aramco H althcarc 


_ Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD Resulting lab JHAH SUNQUEST 
01/14/20 18:00 


Specimen Information 


ID Type 

325L29837 C Blood 
HEM6 

Components 

Source 


Collected On 
01/15/20 05:10 




Reference 



Component 

Value 

Range 

Flag 

Lab 

BUN 

12 

6 - 20 mg/dL 

— 

Sunquest 

Creatinine 

0.8 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

137 

137-145 

mEq/L 

— 

Sunquest 

Potassium 

3.9 

3.5-5.1 mEq/L 

— 

Sunquest 

Chloride 

102 

98- 107 mEq/L 

— 

Sunquest 

Carbon Dioxide 

28 

22 - 28 mEq/L 

— 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 

Magnesium [103501714] 




Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 

Status Discontinued 


Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 


Magnesium [103540926] 



Resulted: 01/15/20 05:41. Result status: 

Final result 

Ordering provider: Mohamed Eldesouky Ibrahim, MD 
01/14/20 18:00 

Resulting lab: JHAH SUNQUEST 

Specimen Information 





ID Type 

325L29837 M Blood 

G 

Source 


Collected On 

01/15/20 05:10 

Components 





Component 

Magnesium 

Value 

2.0 

Reference 

Range 

1.7-2.4 mg/dL 

Flag 

Lab 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


Name: Hamad Nasir Al Helaiw Official Stamp Signature 


MRN: 367567 

45 Y.O. / Male/ 9/9/1974 
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s/ibJI (jiuljl l&fW 

Johns Hopkins Aramco Hi althcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Bo« 76, Dhahran 31311, Saudi Arab* 
Telephone .966 1 3 877 3344 
Facsimile: .966 13 877 8158_ 


Calcium, Serum [103503965] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 

Resulted: 01/15/20 05:41 Result status: 
Calcium, Serum [103540927] Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD Resulting lab: JHAH SUNQUEST 
01/14/20 18:00 

Specimen Information 

ID Type Source Collected On 

325L29837 C Blood — 01/15/20 05:10 

A 

Components _ 

Reference 

Component Value Range Flag Lab 

Calcium 9.2 8.4-10.2 — Sunquest 

mg/dL 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Phosphorus [103503966] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 


Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 
Authorized by: Mohamed Eldesouky Ibrahim, MD 
Frequency Daily 01/12/20 10:00 - Until Specified 

Ordering provider Mohamed Eldesouky Ibrahim, MD 

Discontinued by Nizar Atieh Awad. MD 01/16/20 07:34 

Phosphorus [103540928] 

Resulted: 01/15/20 05:41, Result status: 

Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/14/20 18:00 

Resulting lab JHAH SUNQUEST 

Specimen Information 


ID Type Source 

325L29837 P Blood — 

HOS 

Collected On 

01/15/20 05:10 

Components 



Reference 

Component Value Range Flag Lab 

Phosphorus 4.4 2.5 - 4.5 mg/dL — Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 

Name: Hamad Nasir Al Helaiw Official Stamp 

MRN: 367567 
45 Y.O. / Male/ 9/9/1974 
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s/ihJI 

Johns Hopkins AramcoH aJthcarc 


Johns Hopkins Aramco Heallhcaie Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


CBC With Differential (Hemogram) [103504425] 

Electronically signed by L'emir Mohamad Kaddoura, McTon 01/13/20 Status Discontinued 

09:48 

Ordering user L'emir Mohamad Kaddoura, MD 01/13/20 Ordering provider: Mohamed Eldesouky Ibrahim MD 
09:48 

Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/14/20 06:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 

Modified from: CBC With Differential (Hemogram) [103501706] 


CBC With Differential (Hemogram) [103540929] 


CBC With Differential (Hemogram) [103540929] (Abnormal) 


Resulted. 01/15/20 05:28, Result status: 

Final result 


Ordering provider: 

01/14/20 18:00 


Mohamed Eldesouky Ibrahim, MD Resulting lab JHAH SUNQUEST 


Specimen Information _ 

~ID Type Source Collected On 

325L29837 H Blood — 01/15/20 05:10 

EMO 


Components 


Component 

WBC 

Value 

12.3 

Reference 

Range 

4.0-10.0 

K/cumm 

Flag 

H 

Lab 

Sunquest 

RBC 

4.04 

4.5 - 5.9 
M/cumm 

L 

Sunquest 

Hemoglobin 

10.7 

13.5-17.5 

g/dL 

L 

Sunquest 

Hematocrit 

34.0 

41 - 53 % 

L 

Sunquest 

MCV 

84.2 

77 - 96 fL 

— 

Sunquest 

MCH 

26.5 

26 - 34 pg 

— 

Sunquest 

MCHC 

31.5 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.0 

10.9-15.7 

— 

Sunquest 

Platelets 

242 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

10.1 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

11.1 

10.1 - 16.1 fL 

— 

Sunquest 

Neutrophil % 

63 

% 

— 

Sunquest 

Neut. Absolute 

7.7 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

25 

% 

— 

Sunquest 

Lymph. Absolute 

3.1 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

11 

% 

— 

Sunquest 

Mono. Absolute 

1.3 

0.0- 1.0 
K/cumm 

H 

Sunquest 

Eosinophil % 

1 

% 

— 

Sunquest 

Eos. Absolute 

0.1 

0.0-0.4 
K/cumm 

— 

Sunquest 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco H althcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabm 
Telephone: *966 13 877 3344 

Facsimile: *96613 877 8158 _ 

CBC With Differential (Hemogram) [103540929] (continued) 


Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.1 

0.0-0.1 
K/cumm 

— 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Coagulation Profile (PT, PTT) [103504426] 

Electronically signed by L’emir Mohamad Kaddoura, MD on 01/13/20 Status Discontinued 

09:48 

Ordering user: L'emir Mohamad Kaddoura, MD 01/13/20 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
09:48 

Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/14/20 06:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 

Modified from. Coagulation Profile (PT, PTT) [103501707] 


Coagulation Profile (PT, PTT) [103540930] _ 

Ordering provider: Mohamed Eldesouky Ibrahim, MD 
01/14/20 18:00 


Resulted: 01/15/20 05:53, 


Resulting lab: JHAH SUNQUEST 


Result status: 
Final result 


Specimen Information 

ID Type Source Collected On 

325L29837_C Blood — 01/15/20 05:10 

OAGB 


Components 


Component 

Prothrombin Time 

Value 

10.7 

Reference 

Range Flag 

9.8-12.7 Secs — 

Lab 

Sunquest 

I.N. Ratio 

1.0 

1.0-1.2 Ratio — 

Sunquest 

Comment: 




PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

APTT, Patient 

26 

22 - 33 Secs — 

Sunquest 


Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 

Testing Performed By 

26 Secs — 

Sunquest 

Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

12 -Sunquest JHAH 

Unknown 

Unknown 

05/18/15 09:43-Present 

SUNQUEST 





MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Offi cial St amp 



Signature 
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Johns Hopkins Aramco Healthcare 


Johns Hopkins Aramco Heahhcare Company 
P.O. Bo* 76 Dhahran 31311. Saudi Arabia 
leiephone: *966 13 877 3344 
Facsimile: *96613 877 8158 


POCT Glucose Random [103540936] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/15/20 Status Completed 

07:27 

Ordering user: Interface, Sunquest Lab Results In Ordering provider Mohamed Eldesouky Ibrahim, MD 

01/15/20 07:27 

Authorized by: Mohamed Eldesouky Ibrahim, MD 
Frequency Once 01/15/20 07:27 - 1 occurrence 


POCT Glucose Random [103540937] 



Resulted: 01/15/20 08:21. Result status: 

Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/15/20 07:27 

Resulting lab JHAH SUNQUEST 

Specimen Information 




ID Type 

325L30778 G — 

LUPBR 

Source 


Collected On 

01/15/20 07:27 

Components 




Component 

POCT GLUCOSE RANDOM 

Value 

112 

Reference 

Range 

73- 178 mg/dL 

Flag Lab 

— Sunquest 


Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 8230010 — — Sunquest 

Operator Name K, — — Sunquest 

NAICKER 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


POCT Glucose Random [103597194] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/15/20 Status: Completed 

12:39 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Mohamed Eldesouky Ibrahim, MD 

01/15/20 12:39 

Authorized by: Mohamed Eldesouky Ibrahim, MD 
Frequency: Once 01/15/20 12:39 - 1 occurrence 

Resulted: 01/15/20 17:13. Result status: 
POCT Glucose Random [103597195] Final resu | t 

Ordering provider Mohamed Eldesouky Ibrahim, MD Resulting lab: JHAH SUNQUEST 
01/15/20 12:39 


Specimen Information 

ID Type 

325L32293_G — 
LUPBR 

Components 

Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Source Collected On 

— 01/15/20 12:39 


Official Stamp Signature 
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Johns Hopkins Aramco Hi althcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311, Saudi Arabw 
Telephone: •96613 877 3344 

Facsarnie: .966 1 3 877 8158 _ 

Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 144 73- 178mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 823001 0 — — Sunquest 

Operator Name K. — — Sunquest 

NAICKER 


Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


POCT Glucose Random [103597202] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 01/15/20 Status Completed 

19:45 

Ordering user: Interface, Sunquest Lab Results In Ordering provider Hesham Hassan MD 

01/15/20 19:45 

Authorized by. Hesham Hassan, MD 
Frequency Once 01/15/20 19:45 - 1 occurrence 


POCT Glucose Random [103597203] _ 

Ordering provider Hesham Hassan, MD 01/15/20 
19:45 


Resulted: 01/15/20 19:46, 


Resulting lab JHAH SUNQUEST 


Result status: 
Final result 


Specimen Information _ 

ID Type Source Collected On 

325L32576_G — — 01/15/20 19:45 

LUPBR 


Components 


Component 


Reference 


Value 

Range Flag 

Lab 

POCT GLUCOSE RANDOM 

98 

73-178 mg/dL — 

Sunquest 

Comment. 


** Note: POC testing results 

may vary from those tested in the central lab. ** 


Operator ID 

8232458 

— — 

Sunquest 

Operator Name 

Mokgawa, 

Minah 

— — 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 0943 - Present 

SUNQUEST 

Respiratory Culture [103597207] 


Electronically signed by Hesham Hassan, MD on 01/15/20 20:41 Status Active 

Ordering user: Hesham Hassan, MD 01/15/20 20:41 Ordering provider Hesham Hassan, MD 
Authorized by Hesham Hassan, MD 
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Johns Hopkins Ararnco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 

Facsimile: *966 13 877 8158 _ 

Respiratory Culture [103597207] (continued) 

Frequency Once 01/15/20 20:41 - 1 occurrence 

Respiratory Culture [103597210] _'_ Result status: No result 

Ordering provider: Hesham Hassan, MD 01/15/20 20:41 

Specimen Information 

ID Type Source Collected On 

— Sputum Lower Respiratory Tract — 


vJibJI cjialji jJqa ]5p 

Johns Hopkins Aramco Hi althcare 


Urine Culture [103597205] _ 

Electronically signed by Hesham Hassan, MD on 01/15/20 20:41 Status Completed 

Ordering user Hesham Hassan, MD 01/15/20 20:41 Ordering provider: Hesham Hassan, MD 
Authorized by: Hesham Hassan, MD 
Frequency: Once 01/15/20 20:41 - 1 occurrence 

Questionnaire 


Question 

Diagnosis/Clinical Info: 


Answer 

sepsis 



Urine Culture [103597208] 



Resulted: 

01/17/20 09:07, Result status: 

Final result 

Ordering provider: Hesham Hassan, 
20:41 

MD 01/15/20 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 





ID Type 

325L32648 U Urine 

CULT 

Source 

Urine, Catheterized 

Collected On 

01/15/20 21:22 

Components 





Component 

Specimen Description 

Value 

Cath., 

Urine 

Urine 

Reference 

Range 

Flag 

Lab 

Sunquest 

Special Requests 

DIAGNOSI 

S/CLINICA 

L INFO: 
>SEPSIS 



Sunquest 

Culture Results 

No Growth 

— 

— 

Sunquest 

Result Status 

FINAL 

01/17/2020 



Sunquest 

Testing Performed By 





Lab - Abbreviation Name 
12-Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 

Blood Culture [103597206] 






Electronically signed by: Hesham Hassan, MD on 01/15/20 20:41 Status Completed 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Heatthcaie Company 
P.O. Box 76. Dhahran 31311, Saudi Aiabu 
Telephone: .966 13 877 3344 
Facsimile: -966 13 877 8168 


Blood Culture [103597206] (continued) 

Ordering user Hesham Hassan, MD 01/15/20 20:41 
Authorized by Hesham Hassan, MD 

Frequency Once 01/15/20 20:41 - 1 occurrence 

Questionnaire 

Ordering provider Hesham Hassan, MD 


Question 

Diagnosis/Clinical Info: 


Answer 

sepsis 


Blood Culture [103597209] 


Resulted: 01/21/20 00:02. Result status: 

Final result 

Ordering provider Hesham Hassan, MD 
20:41 

01/15/20 

Resulting lab: JHAH SUNQUEST 


Specimen Information 




ID Type 

325L32637 B Blood 

LC 

Source 

Collected On 

01/15/20 21:37 


Components 




Component 

Specimen Description 

Value 

Blood 

Reference 

Range Flag Lab 

— — Sunquest 


Special Requests 

None 

— — Sunquest 


Culture Results 

No Growth 
6 days 

— — Sunquest 


Result Status 

FINAL 

01/21/2020 

— — Sunquest 


Testing Performed By 




Lab - Abbreviation Name 
12-Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address Valid Date Range 

Unknown 05/18/15 09:43 - Present 

Blood Culture [103597216] 




Electronically signed by: Hesham Hassan, MD on 01/15/20 23:35 Status: 

Mode: Ordering in Telephone order with read back Communicated by Minah S Mokgawa, RN 

mode 

Ordering user Minah S Mokgawa, RN 01/15/20 23:20 Ordering provider: Hesham Hassan, MD 

Authorized by. Hesham Hassan, MD 

Frequency Once 01/15/20 23:20 - 1 occurrence 

Questionnaire 

Completed 

Question 

Diagnosis/Clinical Info: 


Answer 

ischaemic stroke 


Blood Culture [103597217] 


Resulted: 01/21/20 00:02. Result status. 

Final result 

Ordering provider: Hesham Hassan, MD 
23:20 

01/15/20 

Resulting lab: JHAH SUNQUEST 


Specimen Information 




ID Type 

Source 

Collected On 



Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


325L32755_B Blood — 01/15/20 23:20 

LC 


Components 


Component 

Specimen Description 

Reference 
Value Range 

Blood — 

Flag 

Lab 

Sunquest 

Special Requests 

None — 

— 

Sunquest 

Culture Results 

No Growth — 

6 days 

— 

Sunquest 

Result Status 

Testing Performed By 

FINAL — 

01/21/2020 


Sunquest 


Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 


SUNQUEST 


BUN/Creatinine/Lytes [103501713] 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user: Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by: Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/12/20 10:00 - Until Specified Discontinued by: NizarAtieh Awad, MD 01/16/20 07:34 


BUN/Creatinine/Lytes [103597196] 



Resulted: 

01/16/20 05:13, Result status: 

Final result 

Ordering provider: Mohamed Eldesouky Ibrahim, MD 
01/15/20 18:00 

Resulting lab: JHAH SUNQUEST 

Specimen Information 





ID Type 

325L32389 C Blood 

HEM6 

Source 


Collected On 

01/16/20 04:43 

Components 





Component 

Value 

Reference 

Range 

Flag 

Lab 

BUN _ 

12 

6 - 20 mg/dL 

— 

Sunquest 

Creatinine 

0.7 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

140 

137-145 

mEq/L 

— 

Sunquest 

Potassium 

4.0 

3.5-5.1 mEq/L 

— 

Sunquest 

Chloride 

103 

98-107 mEq/L 

— 

Sunquest 

Carbon Dioxide 

25 

22 - 28 mEq/L 

— 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12 -Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 


05/18/15 09:43 - Present 
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Johns Hopkins Aiainco Healthcare Company 
P.O. Bo* 76. Dhahran 31311. Saudi Arabw 
Telephone: .966 13 877 3344 
Facsimile: .966 13 877 81S8 _ 

Magnesium [103501714] 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency Daily 01/12/20 10:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 


Magnesium [103597197] 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/15/20 18:00 


Resulted: 01/16/20 05:13. Result status: 

__ Final result 

Resulting lab JHAH SUNQUEST 


Specimen Information _ 

~ID * Type Source Collected On 

325L32389_M Blood — 01/16/20 04 43 

G 


Components _ 

Reference 

Component Value Range Flag Lab 

Magnesium 2.0 1.7-2.4mg/dL — Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Calcium, Serum [103503965] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Status Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency Daily 01/12/20 10:00 - Until Specified Discontinued by: Nizar Atieh Awad, MD 01/16/20 07:34 


Calcium, Serum [103597198] 



Resulted: 01/16/20 05:13. Result status: 

Final result 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/15/20 18:00 

Specimen Information 

Resulting lab: 

JHAH SUNQUEST 

ID Type 

325L32389 C Blood 

A 

Source 


Collected On 

01/16/20 04:43 

Components 




Component 

Calcium 

Testing Performed By 

Value 

9.0 

Reference 

Range 

8.4-10.2 

mg/dL 

Flag Lab 

— Sunquest 

Lab - Abbreviation Name 

12 -Sunquest JHAH 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 


SUNQUEST 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bo* 76. Dhahran 31311. Saudi Arabia 
Teleptwne: *966 13 877 3344 
Facsimile: *966 13 877 8158 


Phosphorus [103503966] _ 

Electronically signed by Mazen Abou Akl, MD on 01/12/20 08:01 Statu Discontinued 

Ordering user Mazen Abou Akl, MD 01/12/20 08:01 Ordering provider Mohamed Eldesouky Ibrahim, MD 
Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency Daily 01/12/20 10:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 


Phosphorus [103597199] 

Ordering provider Mohamed Eldesouky Ibrahim. MD 
01/15/20 18:00 


Resulted: 01/16/20 05:13, Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information _ 

ID Type Source Collected On 

325L32389_P Blood — 01/16/20 04 43 

HOS 


Components _ 

Reference 

Component Value Range Flag Lab 

Phosphorus 4.0 2.5-4.5mg/dL — Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


CBC With Differential (Hemogram) [103504425] _ 

Electronically signed by L'emir Mohamad Kaddoura, MD on 01/13/20 Status Discontinued 

09:48 

Ordering user L'emir Mohamad Kaddoura, MD 01/13/20 Ordering provider: Mohamed Eldesouky Ibrahim, MD 
09:48 

Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/14/20 06:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 

Modified from CBC With Differential (Hemogram) [103501706] 

CBC With Differential (Hemogram) [103597200] _ 

Resulted: 01/16/20 04:59, Result status: 
CBC With Differential (Hemogram) [103597200] (Abnormal) Pinal result 

Ordering provider Mohamed Eldesouky Ibrahim, MD Resulting lab: JHAH SUNQUEST 
01/15/20 18:00 


Specimen Information 


ID Type 

325L32389 H Blood 
EMO 

Components 

Source 


Collected On 
01/16/20 04:43 




Reference 



Component 

Value 

Range 

Flag 

Lab 

WBC 

11.2 

4.0-10.0 

K/cumm 

H 

Sunquest 

RBC 

4.36 

4.5-5.9 

L 

Sunquest 


Name: Hamad NasirAI Helaiw Official Stamp Signature 

MRN: 367567 
45 Y.O. / Male/ 9/9/1974 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: .966 13 877 3344 
Facsimile: .966 13 877 8168 

CBC With Differential (Hemogram) [103597200] (continued) 


M/cumm 

Hemoglobin 

11.4 

13.5-17.5 

g/dL 

L 

Sunquest 

Hematocrit 

37.0 

41 - 53 % 

L 

Sunquest 

MCV 

84.9 

77 - 96 fL 

— 

Sunquest 

MCH 

26.1 

26 - 34 pg 

— 

Sunquest 

MCHC 

30.8 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.2 

10.9-15.7 

— 

Sunquest 

Platelets 

279 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

10.4 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

12.3 

10.1 -16.1 fL 

— 

Sunquest 

Neutrophil % 

70 

% 

— 

Sunquest 

Neut. Absolute 

7.9 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

19 

% 

— 

Sunquest 

Lymph. Absolute 

2.1 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

9 

% 

— 

Sunquest 

Mono. Absolute 

1.0 

0.0-1.0 
K/cumm 

— 

Sunquest 

Eosinophil % 

2 

% 

— 

Sunquest 

Eos. Absolute 

0.2 

0.0 - 0.4 
K/cumm 

— 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.0 

0.0-0.1 
K/cumm 

— 

Sunquest 


Johns Hopkins Aramco Healthcare 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Coagulation Profile (PT, PTT) [103504426] 

Electronically signed by: L’emir Mohamad Kaddoura, MD on 01/13/20 Status Discontinued 

09:48 

Ordering user: L'emir Mohamad Kaddoura, MD 01/13/20 Ordering provider Mohamed Eldesouky Ibrahim, MD 
09:48 

Authorized by Mohamed Eldesouky Ibrahim, MD 

Frequency: Daily 01/14/20 06:00 - Until Specified Discontinued by Nizar Atieh Awad, MD 01/16/20 07:34 

Modified from Coagulation Profile (PT, PTT) [103501707] 


Coagulation Profile (PT, PTT) [103597201] (Abnormal) 

Ordering provider Mohamed Eldesouky Ibrahim, MD 
01/15/20 18:00 


Resulted: 01/16/20 05:16, 


Resulting lab: JHAH SUNQUEST 


Result status: 
Final result 


Specimen Information 

•D Type Source Collected On 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcaie Company 
P.O. Box 76, Dhahran 31311, Saudi Arabia 
Telephone: .966 13 877 3344 
acsanile: .966 13 877 8158 


325L32389 C Blood 
OAGB 


oibJi f^kjjljl too 

Johns Hopkins Aramco H eaJthcare 


01/16/20 04:43 


Components 


Component 

Prothrombin Time 

Value 

10.5 

Reference 

Range Flag 

9.8-12.7 Secs — 

Lab 

Sunquest 

I.N. Ratio 

0.9 

1.0-1.2 Ratio L 

Sunquest 

Comment: 




PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

APTT, Patient 

24 

22 - 33 Secs — 

Sunquest 


Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 

Testing Performed By 

26 Secs — 

Sunquest 

Lab - Abbreviation Name 

Director 

Address 

Valid Date Range 

12 -Sunquest JHAH 

Unknown 

Unknown 

05/18/15 09:43-Present 

SUNQUEST 





POCT Glucose Random [103623720] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 01/16/20 Status Completed 

08:22 

Ordering user Interface, Sunquest Lab Results In Ordering provider Suhail Abbasi, MD 

01/16/20 08:22 

Authorized by: Suhail Abbasi, MD 
Frequency Once 01/16/20 08:22 - 1 occurrence 


POCT Glucose Random [103623721] 

Ordering provider Suhail Abbasi, MD 01/16/20 08:22 


Resulted: 01/16/20 08:23, Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information 

"ID Type Source Collected On 

325L33193_G — — 01/16/20 08:22 

LUPBR 


Components 

Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 119 73- 178 mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 823373 2 — — Sunquest 

Operator Name ALKHALDI — — Sunquest 

, MAI 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


POCT Glucose Random [103623724] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/16/20 Status Completed 

12:47 

Ordering user Interface, Sunquest Lab Results In Ordering provider: Suhail Abbasi, MD 

01/16/20 12:47 

Authorized by Suhail Abbasi, MD 
Frequency Once 01/16/20 12:47 - 1 occurrence 


POCT Glucose Random [103623725] 


Resulted: 01/16/20 12:53, Result status: 

Final result 

Ordering provider Suhail Abbasi, MD 

Specimen Information 

01/16/20 12:47 

Resulting lab JHAH SUNQUEST 


ID Type 

Source 

Collected On 


325L34211 G — 

LUPBR 

Components 


01/16/20 12:47 



Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 125 73-178 mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 823373 2 — — Sunquest 

Operator Name ALKHALDI — — Sunquest 

, MAI 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Antinuclear Antibody Screen (Hep2) [103597219] 


Electronically signed by Nizar Atieh Awad, MD on 01/16/20 07:42 Status: Completed 

Ordering user Nizar Atieh Awad, MD 01/16/20 07:42 Ordering provider: Nizar Atieh Awad, MD 
Authorized by Nizar Atieh Awad, MD 
Frequency: Once 01/16/20 07:37 - 1 occurrence 


Antinuclear Antibody Screen (Hep2) [103597226] 


Resulted: 01/18/20 11:33, Result status: 

Final result 


Ordering provider 

07:42 


Nizar Atieh Awad, MD 01/16/20 Resulting lab JHAH SUNQUEST 


Specimen Information 


ID 

325L33068 A 


Type 

Blood 


Source 


Collected On 
01/16/20 15:41 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bo« 76. Ohahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: .96613 877 8158 


NA 


Components 





Component 

Antinuclear Ab Screen 

Testing Performed By 

Value 

Negative 

Reference 

Range Flag 

Negative — 

Lab 

Sunquest 

Lab - Abbreviation 

Name 

Director 

Address 

Valid Date Range 

12 - Sunquest 

JHAH 

SUNQUEST 

Unknown 

Unknown 

05/18/15 09:43-Present 


(MAYO) Car diolipin Antibody Screen [103597220] 

Electronically signed by Nizar Atieh Awad, MD on 01/16/20 07:42 Status Completed 

Ordering user Nizar Atieh Awad, MD 01/16/20 07:42 Ordering provider: Nizar Atieh Awad, MD 
Authorized by Nizar Atieh Awad, MD 
Frequency Once 01/16/20 07:37 - 1 occurrence 


(MAYO) Cardiolipin Antibody Screen [103597227] 

Ordering provider Nizar Atieh Awad, MD 01/16/20 
07:42 

Narrative: 


Resulted: 01/22/20 10:58. Result status: 

___ Final result 

Resulting lab: JHAH SUNQUEST 


Phospholipid Ab IgM, S 
<9.4 MPL 

Reference Range: <15.0 (Negative) 


Phospholipid Ab IgG, S 
<9.4 GPL 

Reference Range: <15.0 (Negative) 

Test Performed by: Mayo Clinic Laboratories-Rochester Superior Drive, 3050 Superior Dr NW Rochester MN 
55901, USA 


Specimen Information 


ID Type 

325L33068 M Blood 

CLIP 

Components 

Source 


Collected On 

01/16/20 15:41 

Component 

Cardiolipin Antibody 

Testing Performed By 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 

Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 

(MAYO) Factor V Assay [103597221] 






Electronically signed by Nizar Atieh Awad, MD on 01/16/20 07:42 Status Completed 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311. Saudi Arabia 
Telephone: .966 13 877 3344 

Facsimile: .96613 877 8158 _ 

(MAYO) Factor V Assay [103597221] (continued) 

Ordering user Nizar Atieh Awad, MD 01/16/20 07:42 Ordering provider: Nizar Atieh Awad, MD 
Authorized by Nizar Atieh Awad, MD 
Frequency Once 01/16/20 07:38 - 1 occurrence 


sAbJic>4x>l|IMSj<PP^£>x) 
Johns Hopkins Aramco Healthcare 


(MAYO) Factor V Assay [103597228] _ 

Ordering provider Nizar Atieh Awad, MD 01/16/20 
07:42 

Narrative: 


Resulted: 01/19/20 11:25. Result status: 

_ Final result 

Resulting lab JHAH SUNQUEST 


Caag Factor V Assay, P 
Order in error 
(NOTE) 

Cancelled by DR AL SAGHEIR, AHMED IBRAHEEM M code (03833)ON 
01/19/2020 @ 1115 HRS 

Specimen Information 

Type Source Collected On 

325L33068 F Blood — 01/16/20 1541 

V 


Components 

Component 

Factor V 


Value 

See Text 

Reference 

Range Flag 

Lab 

Sunquest 

Testing Performed By 





Lab - Abbreviation 
12 - Sunquest 

Name 

JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 


(MAYO) Antithrombin Activity, Plasma [103597222] _ 

Electronically signed by: Nizar Atieh Awad, MD on 01/16/20 07:42 Status Completed 

Ordering user: Nizar Atieh Awad, MD 01/16/20 07:42 Ordering provider: Nizar Atieh Awad, MD 
Authorized by: Nizar Atieh Awad, MD 
Frequency: Once 01/16/20 07:39 - 1 occurrence 


(MAYO) Antithrombin Activity. Plasma [103597229] 

Ordering provider Nizar Atieh Awad, MD 01/16/20 
07:42 

Narrative: 


Resulted: 01/22/20 10:58. Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Antithrombin Activity, P 
123% 

Reference Range: 80-130 
(NOTE) 

Direct factor Xa inhibitor therapy (rivaroxaban (Xarelto), 
apixaban (Eliquis), edoxaban (Savaysa)) may interfere with 
the functional Xa based AT assay and cause an 
overestimation of AT activity thus potentially masking 
diagnosis of AT deficiency. Suggest clinical correlation 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311, Saudi Arabu 
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and consider repeat AT testing remote from direct factor 
Xa inhibitor therapy, if clinically indicated. 

-ADDITIONAL INFORMATION- 

This test has been modified from the manufacturer's 
instructions. Its performance characteristics were 
determined by Mayo Clinic in a manner consistent with 
CLIA requirements. This test has not been cleared or 
approved by the U.S. Food and Drug Administration. 

Test Performed by: Mayo Clinic Laboratories Rochester Main Campus, 200 
First St SW Rochester, MN 55905, USA 


Specimen Information 


ID Type 

325L33068 A Blood 

THA 

Source 


Collected On 

01/16/20 15:41 

Components 





Component 

Antithrombin III Activity, Plasma 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 
12-Sunquest JHAFI 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 

(MAYO) Protein C Activity [103597223] 





Electronically signed by Nizar Atieh Awad, MD on 01/16/20 07:42 

Ordering user Nizar Atieh Awad, MD 01/16/20 07:42 Ordering provider 

Authorized by: Nizar Atieh Awad, MD 

Frequency: Once 01/16/20 07:41 - 1 occurrence 

Status: Completed 

Nizar Atieh Awad, MD 

(MAYO) Protein C Activity [103597230] 


Resulted: 

01/22/20 10:58. Result status: 

Final result 


Ordering provider Nizar Atieh Awad, MD 01/16/20 Resulting lab: JHAH SUNQUEST 
07:42 

Narrative: 


Protein C Activity, P 
146 % 

Reference Range: 70-150 
(NOTE) 


Johns Hopkins Aramco H althcarc 


-ADDITIONAL INFORMATION- 

This test has been modified from the manufacturer's 
instructions. Its performance characteristics were 
determined by Mayo Clinic in a manner consistent with 
CLIA requirements. This test has not been cleared or 
approved by the U.S. Food and Drug Administration. 

Test Performed by: Mayo Clinic Laboratories Rochester Main Campus, 200 
First St SW Rochester, MN 55905, USA 
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s/ibll jttjgsa Jitja 

Johns Hopkins AramcoH althcarc 


Specimen Information 

"•D Type Source Collected On 

325L33068 P Blood — 01/16/20 1541 

CF 

Components 

Reference 

Component Value Range Flag Lab 

Protein C Activity See Text — — Sunquest 

Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 0943 - Present 

SUNQUEST 

(MAYO) Protein S A ntigen Free and Total, Plasma [103597224] 

Electronically signed by Nizar Atieh Awad, MD on 01/16/20 07:42 Status Completed 

Ordering user: Nizar Atieh Awad, MD 01/16/20 07:42 Ordering provider: Nizar Atieh Awad, MD 
Authorized by: Nizar Atieh Awad, MD 
Frequency Once 01/16/20 07:42 - 1 occurrence 


(MAYO) Protein S Antigen Free and Total. Plasma [103597231] 


Resulted: 01/22/20 


Ordering provider Nizar Atieh Awad, MD 01/16/20 Resultinq lab: JHAH SUNQUEST 
07:42 

Narrative: 


10:58, Result status: 
_ Final result 


Protein S Ag, Free, P 
111 % 

Reference Range: 65-160 
(NOTE) 


-ADDITIONAL INFORMATION- 

This test has been modified from the manufacturer’s 
instructions. Its performance characteristics were 
determined by Mayo Clinic in a manner consistent with 
CLIA requirements. This test has not been cleared or 
approved by the U.S. Food and Drug Administration. 

Test Performed by: Mayo Clinic Laboratories Rochester Main Campus 200 
First St SW Rochester, MN 55905, USA 


Specimen Information 


ID Type 

325L33068 P Blood 

SAP 

Source 


Collected On 
01/16/20 15:41 


Components 





Component 

Protein S Antigen, Total and Free 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 

Testing Performed By 






Name: Hamad Nasir Al Helaiw 
MRN: 367567 
45 Y.O./Male/9/9/1974 


Official Stamp 
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Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


JAK2 V617F Mutation Detection, Blood [103597225] _ 

Electronically signed by Nizar Atieh Awad, MD on 01/16/20 07:42 Status Completed 

Ordering user Nizar Atieh Awad, MD 01/16/20 07:42 Ordering provider: Nizar Atieh Awad, MD 
Authorized by: Nizar Atieh Awad, MD 
Frequency: Once 01/16/20 07:43 - 1 occurrence 

Resulted: 01/21/20 12:04, Result status: 
JAK2 V617F Mutation Detection. Blood [103597232] Fj na l result 

Ordering provider Nizar Atieh Awad, MD 01/16/20 Resulting lab JHAH SUNQUEST 
07:42 

Narrative: 

JAK2 V617F Mutation 
Negative for JAK2 V617F Mutation. 

This is a Qualitative test for Jak2 mutation 
detection. It is an in vitro diagnostic 
procedure, which is based on DNA isolation and 
PCR amplification of target DNA. PCR is used 
for the detection of the mutation p. Val617Phe 
(V617F) in the coding gene of Janus Kinase 2 
(JAK2) by Real Time PCR with the use of JAK2 
MutaQuant kit (Ipsogen). Results are 
interpreted by comparing the Mutant to Wild 
Type Allele. It should be interpreted in the 
light of clinical presentation and other 
laboratory markers in the diagnosis of chronic 
myeloproliferative disorders. The sensitivity 
threshold of the test is 1%. Absence of the 
mutation (V617F) does not exclude other JAK2 
mutations, including Exon 12. 


Specimen Information 

ID Type 

325L33068 M Blood 

JAK2 

Source 


Collected On 

01/16/20 15:41 

Components 





Component 

Jak2 Mutation Detection 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 
12-Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


POCT Glucose Random [103623726] 

Name: Hamad Nasir Al Helaiw 
MRN: 367567 
45 Y.O./Male/9/9/1974 


Official Stamp 



Signature 
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POCT Glucose Random [103623726] (continued) 

Electronically signed by Interface, Sunquest Lab Results In on 01/16/20 Statjs Completed 

17:05 

Ordering user. Interface, Sunquest Lab Results In Ordering provider: Mohamed Babiker, MD 

01/16/20 17:05 

Authorized by: Mohamed Babiker, MD 
Frequency: Once 01/16/20 17:05 - 1 occurrence 


uibJI cjSjjIjI jASj<jn> 

Johns Hopkins Aramco Hi althcarc 


POCT Glucose Random [103623727] 


Resulted: 01/16/20 17:08, Result status: 

Final result 

Ordering provider: Mohamed Babiker, MD 
17:05 

01/16/20 

Resulting lab JHAH SUNQUEST 

Specimen Information 

ID Type 

Source 

Collected On 

325L34893 G — 

LUPBR 

Components 


01/16/20 17:05 


R e f erenC 0 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 116 73- 178 mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 8233732 — — Sunquest 

Operator Name ALKHALDI — — Sunquest 

, MAI 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


POCT Glucose Random [103623729] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 01/16/20 Status Completed 

20:26 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Suhail Abbasi, MD 

01/16/20 20:26 

Authorized by: Suhail Abbasi, MD 
Frequency: Once 01/16/20 20:26 - 1 occurrence 


Resulted: 01/16/20 20:29, Result status: 
POCT Glucose Random [103623730] Final resu |t 

Ordering provider Suhail Abbasi, MD 01/16/20 20:26 Resulting lab: JHAH SUNQUEST 

Specimen Information 

ID Type Source Collected On 

325L35212_G — — 01/16/20 20:26 

LUPBR 

Components 


Reference 

Component Value Range Flag Lab 
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POCT GLUCOSE RANDOM 107 73- 178mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 8230670 — — Sunquest 

Operator Name ZEELANI, — — Sunquest 

A 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 0943 - Present 

SUNQUEST 


POCT Glucose Random [103623732] 

Electronically signed by Interface, Sunquest Lab Results In on 01/17/20 Status Completed 

08:49 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Nizar Atieh Awad MD 

01/17/20 08:49 

Authorized by: Nizar Atieh Awad, MD 
Frequency: Once 01/17/20 08:49 -1 occurrence 


POCT Glucose Random [103623733] _ 

Ordering provider: Nizar Atieh Awad, MD 01/17/20 
08:49 


Resulted: 01/17/20 09:20, Result status: 

_ Final result 

Resulting lab: JHAH SUNQUEST 


Specimen Information 

ID Type Source Collected On 

325L35812_G — — 01/17/20 08:49 

LUPBR 

Components 

Pgf0[-0f|Q0 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 121 73- 178 mg/dL — Sunquest 

Comment: 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 8116988 — — Sunquest 

Operator Name AL — _ Sunquest 

AFANDI, 

YASMEEN 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


POCT Glucose Random [103623735] 

Electronically signed by Interface, Sunquest Lab Results In on 01/17/20 Status Completed 

13:10 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Nizar Atieh Awad MD 

01/17/20 13:10 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 
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Johns Hopkins Aiainco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Arabia 
Telephone: .966 13 877 3344 
Facsimile: >966 13 877 8168 


POCT Glucose Random [103623735] (continued) 

Authorized by Nizar Atieh Awad, MD 

Frequency Once 01/17/20 13:10 -1 occurrence 



POCT Glucose Random [103623736] 

Resulted 01/17/20 13:26 Result status: 

Final result 

Ordering provider Nizar Atieh Awad, MD 01/17/20 
13:10 

Resulting lab JHAH SUNQUEST 


Specimen Information 



ID Type Source 

325L36038 G — — 

LUPBR 

Collected On 

01/17/20 13:10 



Components _ 

Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 119 73- 178 mg/dL — Sunquest 


Comment: 

** Note: POC testing results may vary from those tested in the central lab. 


Operator ID 


8116988 — 

— 

Sunquest 

Operator Name 


AL — 

AFANDI, 

YASMEEN 


Sunquest 

Testing Performed By 

Lab - Abbreviation 

Name 

Director 

Address 

Valid Date Range 

12 - Sunquest 

JHAH 

SUNQUEST 

Unknown 

Unknown 

05/18/15 09:43 - Present 


POCT Glucose Random [103623737] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 01/17/20 Status: Completed 

20:11 

Ordering user: Interface, Sunquest Lab Results In Ordering provider Nizar Atieh Awad, MD 

01/17/20 20:11 

Authorized by: Nizar Atieh Awad, MD 
Frequency Once 01/17/20 20:11 - 1 occurrence 

Resulted: 01/17/20 20:16. Result status: 
POCT Glucose Random [103623738] Pinal result 

Ordering provider: Nizar Atieh Awad, MD 01/17/20 Resulting lab: JHAH SUNQUEST 
20:11 

Specimen Information 

ID Type Source Collected On 

325L36498 G — — 01/17/20 20:11 

LUPBR 


Components _ 

Reference 

Component Value Range Flag Lab 

POCT GLUCOSE RANDOM 114 73- 178 mg/dL — Sunquest 

Comment: 

Name: Hamad Nasir Al Helaiw 
MRN: 367567 
45 Y.O. / Male/ 9/9/1974 
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** Note: POC testing results may vary from those tested in the central lab. ** 


Operator ID 

8230670 — 

— 

Sunquest 

Operator Name 

ZEELANI, — 

A 

— 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 

POCT Glucose Random [103623741] 

Electronically signed by Interface, Sunquest Lab Results In on 01/18/20 Status Completed 

08:53 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Nizar Atieh Awad, MD 

01/18/20 08:53 

Authorized by: Nizar Atieh Awad, MD 
Frequency Once 01/18/20 08:53 - 1 occurrence 

Resulted. 01/18/20 08:59. Result status: 
POCT Glucose Random [103623742] pj na | result 


Ordering provider Nizar Atieh Awad, MD 
08:53 

Specimen Information 

01/18/20 

Resulting lab: JHAH SUNQUEST 

ID Type 

Source 

Collected On 

325L37064 G — 

— 

01/18/20 08:53 

LUPBR 



Components 




Reference 

Component Value Range Flag 

POCT GLUCOSE RANDOM 128 73- 178 mg/dL — 

Comment 

** Note: POC testing results may vary from those tested in the central lab. ** 

Operator ID 8116988 — — 

Operator Name AL — — 

AFANDI, 

YASMEEN 

Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Lab 

Sunquest 

Sunquest 

Sunquest 


BUN/Creatinine/Lytes [103623739] _ 

Electronically signed by Nizar Atieh Awad, MD on 01/18/20 08:11 Status: Completed 

Ordering user Nizar Atieh Awad, MD 01/18/20 08:11 Ordering provider: Nizar Atieh Awad, MD 
Authorized by: Nizar Atieh Awad, MD 
Frequency Once 01/19/20 05:00 - 1 occurrence 


BUN/Creatinine/Lytes [103623744] 


Resulted 01/19/20 06:13, Result status: 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aiamco Healthcare Company 
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Johns Hopkins AramcoH aJthcarc 


__ Fincil result 

Ordering provider Nizar Atieh Awad, MD 01/18/20 Resulting lab JHAH SUNQUEST 
17:00 


Specimen Information 

Type Source Collected On 

325L37476_C Blood — 01/19/20 0532 

HEM6 


Components 


Component Value 

BUN 17 

Creatinine 0.8 

Sodium 137 

Potassium 4.4 

Chloride 98 

Carbon Dioxide 28 

Testing Performed By 


Lab - Abbreviation Name Director 

12-Sunquest JHAH Unknown 


SUNQUEST 


Reference 

Range 

6 - 20 mg/dL 

Flag 

Lab 

Sunquest 

0.66-1.25 

mg/dL 

— 

Sunquest 

137-145 

mEq/L 

— 

Sunquest 

3.5 - 5.1 mEq/L 

— 

Sunquest 

98- 107 mEq/L 

— 

Sunquest 

22 - 28 mEq/L 

— 

Sunquest 


Address 

Valid Date Range 

Unknown 

05/18/15 09:43-Present 


CBC With Differential (Hemogram) [103623740] _ 

Electronically signed by Nizar Atieh Awad, MD on 01/18/20 08:11 Status Completed 

Ordering user: Nizar Atieh Awad, MD 01/18/20 08:11 Ordering provider: Nizar Atieh Awad, MD 
Authorized by Nizar Atieh Awad, MD 
Frequency Once 01/19/20 05:00 - 1 occurrence 

CBC With Differential (Hemogram) [103623745] _ 

. . Resulted: 01/19/20 05:51, Result status: 

CBC With Differential (Hemogram) [103623745] (Abnormal) _ Edited Result - FINA L 

Ordering provider Nizar Atieh Awad. MD 01/18/20 Resulting lab JHAH SUNQUEST 
17:00 

Specimen Information _ 

~ID Type Source Collected On 

325L37476JH Blood — 01/19/20 0532 

EMO 


Components 


Component 

WBC 

Value 

11.7 

Reference 

Range 

4.0-10.0 

K/cumm 

Flag 

H 

Lab 

Sunquest 

RBC 

4.55 

45-5.9 

M/cumm 

— 

Sunquest 

Hemoglobin 

12.0 

13.5-17.5 

g/dL 

L 

Sunquest 
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CBC With Differential (Hemogram) [103623745] (continued) 


Hematocrit 

38.8 

41 - 53 % 

L 

Sunquest 

MCV 

85.3 

77 - 96 fL 

— 

Sunquest 

MCH 

26.4 

26 - 34 pg 

— 

Sunquest 

MCHC 

30.9 

32 - 36 g/dL 

4= 

Sunquest 

RDW 

13.3 

10.9-15.7 

— 

Sunquest 

Platelets 

389 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

10.0 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

12.0 

10.1-16.1 fL 

— 

Sunquest 

Neutrophil % 

67 

% 

— 

Sunquest 

Neut. Absolute 

7.8 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

21 

% 

— 

Sunquest 

Lymph. Absolute 

2.4 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

8 

% 

— 

Sunquest 

Mono. Absolute 

0.9 

0.0-1.0 
K/cumm 

— 

Sunquest 

Eosinophil % 

4 

% 

— 

Sunquest 

Eos. Absolute 

0.5 

0.0 - 0.4 
K/cumm 

H 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.0 

0.0-0.1 
K/cumm 

— 

Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Lupus Anticoagulant [103623751] _ 

Electronically signed by Ahmed Ibraheem M Al Sagheir, MD on 01/19/20 Status Completed 

10:35 

Ordering user: Ahmed Ibraheem M Al Sagheir, MD Ordering provider Ahmed Ibraheem M Al Saqheir MD 
01/19/20 10:35 

Authorized by Ahmed Ibraheem M Al Sagheir, MD 
Frequency Once 01/19/20 10:36 -1 occurrence 


Lupus Anticoagulant [103623754] (Abnormal) _ 

Ordering provider Ahmed Ibraheem M Al Sagheir, MD 
01/19/20 10:35 


Resulted: 01/26/20 


Resulting lab: JHAH SUNQUEST 


15:39. Result status: 
Final result 


Specimen Information _ 

ID Type Source Collected On 

325L39221 L Blood — 01/19/20 11:50 

UPA 


Components _ 

Component Value Reference Flag Lab 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bob 76, Dhahran 31311. Saudi Arabia 
Telephone .966 13 877 3344 

facsimile: .966 13 877 8158 _ 

Range 

Prothrombin Time 10.4 9.8-12.7 Secs — Sunquest 

I N. Ratio 0.9 1.0-1.2 Ratio L Sunquest 

Comment: 

PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

APTT, Patient 25 22 - 33 Secs — Sunquest 

Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


APTT, Control 

26 

Secs — 

Sunquest 

Lupus Screen 1 

38 

27 - 41 Secs — 

Sunquest 

Platelet Neutralization 

Test not 
performed. 

Secs — 

Sunquest 

PNP Buffer Control 

Test not 
performed. 

Secs — 

Sunquest 

PT Mix Study (50:50) 

Test not 
performed. 

Secs — 

Sunquest 

APTT Mix Study (50:50) 

Test not 
performed. 

Secs — 

Sunquest 

Lupus Test Interpretation 

Negative 
for lupus¬ 
like 

anticoagul 

ant 


Sunquest 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


(MAYO) Beta 2 Glycoprotein 1 Ab, IgG, IgM, Serum [103623752] 

Electronically signed by Ahmed Ibraheem M Al Sagheir, MD on 01/19/20 Status Completed 

10:35 

Ordering user: Ahmed Ibraheem M Al Sagheir, MD Ordering provider: Ahmed Ibraheem M Al Sagheir, MD 
01/19/20 10:35 

Authorized by Ahmed Ibraheem M Al Sagheir, MD 
Frequency Once 01/19/20 10:36 - 1 occurrence 

Questionnaire _ 

Question 

Diagnosis/Clinical Info 


Answer 
massive stroke 


(MAYO) Beta 2 Glycoprotein 1 Ab, IgG. IgM. Serum [103623755] 


Resulted: 01/23/20 11:45. Result status: 

Final result 


Ordering provider Ahmed Ibraheem M Al Sagheir, MD Resulting lab JHAH SUNQUEST 


01/19/20 10:35 

Narrative: 

Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 
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Beta 2 GP1 Ab IgG, S 
<9.4 U/mL 

Reference Range: <15.0 (Negative) 

Beta 2 GP1 Ab IgM, S 
<9.4 U/mL 

Reference Range: <15.0 (Negative) 

Test Performed by: Mayo Clinic Laboratories-Rochester Superior Drive, 3050 Superior Dr. NW Rochester, MN 
55901, USA 


Specimen Information 





ID Type 

325L39221 B Blood 

2GPRI 

Components 

Source 


Collected On 

01/19/20 11:50 



Reference 



Component 

Value 

Range 

Flag 

Lab 

Beta 2 Glycoprotein 1 Ab IgA, IgG, 
IgM, 

See Text 



Sunquest 

Testing Performed By 

Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12-Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 


05/18/15 09:43 - Present 


(MAYO) Beta 2 Glycoprotein [103623753] _ 

Electronically signed by Ahmed Ibraheem M Al Sagheir, MD on 01/19/20 Status Completed 

10:35 

Ordering user: Ahmed Ibraheem M Al Sagheir, MD Ordering provider: Ahmed Ibraheem M Al Sagheir, MD 
01/19/20 10:35 

Authorized by: Ahmed Ibraheem M Al Sagheir, MD 
Frequency: Once 01/19/20 10:36 - 1 occurrence 


(MAYO) Beta 2 Glycoprotein [103623756] _ 

Ordering provider: Ahmed Ibraheem M Al Sagheir, MD 
01/19/20 10:35 

Narrative: 


Resulted: 01/23/20 11:45, 


Resulting lab: JHAH SUNQUEST 


Result status: 
Final result 


Beta 2 GP1 Ab IgA, S 
9.5 U/mL 

Reference Range: <15.0 (Negative) 

Test Performed by: Mayo Clinic Laboratories-Rochester Superior Drive, 3050 Superior Dr. NW Rochester, MN 
55901, USA 

Specimen Information 

ID Type Source Collected On 

325L39221_A Blood — 01/19/20 11:50 

B2GP1 


Components 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Signature 




Official Stamp 
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Johns Hopkins Aiamco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158 _ 

Reference 

Component Value Range Flag Lab 

Beta 2 Glycoprotein 1 Ab IgA, Serum See Text — — Sunquest 

Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12 -Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Factor II & Factor V Mutations PCR [103623757] 

Electronically signed by Ahmed Ibraheem M Al Sagheir, MD on 01/19/20 Status Completed 

10:36 

Ordering user Ahmed Ibraheem M Al Sagheir, MD Ordering provider: Ahmed Ibraheem M Al Sagheir, MD 
01/19/20 10:36 

Authorized by Ahmed Ibraheem M Al Sagheir, MD 
Frequency Once 01/19/20 10:36 - 1 occurrence 

Questionnaire _ 

Question 

Diagnosis/Clinical Info 


Answer 
massive cva 


uibJI qioljl 

Johns Hopkins AramcoHi ilthcarc 


Resulted: 01/20/20 11:48, Result status: 

Factor II & Factor V Mutations PCR [103623758] _ Final result 

Ordering provider Ahmed Ibraheem M Al Sagheir, MD Resulting lab JHAH SUNQUEST 
01/19/20 10:36 

Narrative: 

Factor II & Factor V Mutations PCR 
Factor II: Normal,This individual DOES NOT 
have the Prothrombin c. 20210G>A (c.*97G>A) 
mutation. 

Factor V: Normal, This individual DOES NOT 
have the factor V Leiden c. 1691 G>A mutation. 

The Xpert Factor II & Factor V Assay is a 
qualitative in vitro diagnostic genotyping 
test for the detection of Factor II and Factor 
V alleles from sodium citrate or EDTA 
anticoagulated whole blood. This test is 
intended to provide results for Factor II 
(c.20210G>A,c.*97G>A) and Factor V Leiden 
(c.1691G>A) mutations as an aid in the 
diagnosis in individuals with suspected 
thrombophilia. The Factor II or Prothrombin 
(c.20210G>A, c.*97G>A) mutation refers to the 
G to A transition at nucleotide 20210 in the 
3' untranslated region of the gene and is 
associated with increased plasma levels of 
Prothrombin. Factor V Leiden (c.1691G>A) 
refers to the G to A transition at nucleotide 
position 1691 of the Factor V gene, resulting 
in the substitution of the amino acid 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bo* 76, Dhahian 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
facsimile: *96613 877 8158_ 


arginine by glutamine in the Factor V protein, 
causing resistance to cleavage by Activated 
Protein C (APC). The GeneXpert Dx System 
automates and integrates sample purification, 
nucleic acid amplification, and detection of 


the target sequence in whole blood using 
-time Polymerase Chain Reaction (PCR) 

Specimen Information 

real 

assays. 




ID Type 

325L39221 FI Blood 

IVM 

Components 

Source 


Collected On 

01/19/20 11:50 



Reference 



Component 

Value 

Range 

Flag 

Lab 

Factor II & Factor V Mutations PCR 

See Text 

— 

— 

Sunquest 

Testing Performed By 

Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12 -Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 


05/18/15 09:43 -Present 


aibJI (jSjjIjI JlSig© JJ<*i 
Johns Hopkins AramcoHi althcarc 


ESR [103623761] _ 

Electronically signed by: Arab Sadiq, MD on 01/20/20 15:19 Status Completed 

Ordering user Arab Sadiq, MD 01/20/20 15:19 Ordering provider: Arab Sadiq, MD 

Authorized by: Arab Sadiq, MD 

Frequency Once 01/20/20 15:20 - 1 occurrence 

Resulted: 01/20/20 18:46, Result status: 
ESR [103623763] (Abnormal)_Final result 


Ordering provider Arab Sadiq, 

Specimen Information 

MD 01/20/20 15:19 

Resulting lab: JHAH SUNQUEST 

ID 

Type 

Source 

Collected On 

325L43182 E 

Blood 

— 

01/20/20 17:00 

SR 




Components 





Reference 


Component Value Range Flag Lab 

ESR (Sed. Rate) 68 0-20 mm/Hr H Sunquest 

Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAFI Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


C-Reactive Protein, Quantitative (CRP) [103623762] _ 

Electronically signed by Arab Sadiq, MD on 01/20/20 15:19 Status Completed 

Ordering user: Arab Sadiq, MD 01/20/20 15:19 Ordering provider: Arab Sadiq, MD 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Aratxa 
Telephone: .966 1 3 877 3344 
facsimile: .966 13 877 8158 _ 

C-Reactive Protein, Quantitative (CRP) [103623762] (continued) 

Authorized by Arab Sadiq, MD 

Frequency Once 01/20/20 15:20 - 1 occurrence 

Resulted: 01/20/20 17:29. Result status: 
C-Reactive Protein. Quantitative (CRP) [103623764] (Abnormal) Final result 

Ordering provider: Arab Sadiq. MD 01/20/20 15:19 Resulting lab JHAH SUNQUEST 

Specimen Information 

ID Type Source Collected On 

325L43182 C Blood — 01/20/20 17:00 

RPQ 

Components 

Reference 

Component Value Range Flag Lab 

CRP. Quantitative 1.0 <1.0mg/dL H Sunquest 

Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


s/lbJI JJ<» £p> 

Johns Hopkins Aramco Hi althcarc 


Erythrocyte Sedimentation Rate Corrected [103737476] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 01/20/20 Status Completed 

17:00 

Ordering user Interface. Sunquest Lab Results In Ordering provider Arab Sadiq. MD 

01/20/20 17:00 

Authorized by: Arab Sadiq, MD 

Frequency Once 01/20/20 17:00- 1 occurrence 


Erythrocyte Sedimentation Rate Corrected [103737477] (Abnormal) 

Resulted: 01/20/20 18:46, Result status: 

Final result 

Ordering provider Arab Sadiq, MD 

01/20/20 17:00 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 




ID Type 

325L43182 E — 

SRC 

Source 


Collected On 

01/20/20 17:00 

Components 




Component 

ESR (Sed. Rate Corrected 

Value 

59 

Reference 

Range 

0-20 mm/Hr 

Flag Lab 

H Sunquest 

Testing Performed By 




Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43-Present 


C3 Complement [103737483] 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bo* 76, Dhahran 31311, Saudi Arabia 
Telephone: *966 1 3 877 3344 

Facsimile: *96613 877 8138 _ 

C3 Complement [103737483] (continued) 

Electronically signed by Arab Sadiq, MD on 01/21/20 10:33 Staius Completed 

Ordering user Arab Sadiq, MD 01/21/20 10:33 Ordering provider Arab Sadiq, MD 

Authorized by Arab Sadiq, MD 

Frequency Once 01/21/20 10:32 - 1 occurrence 

Resulted: 01/23/20 11:30 Result status: 
C3 Complement [103737488] (Abnormal) Final result 


Ordering provider: Arab Sadiq, MD 

Specimen Information 

01/21/20 10:33 

Resulting lab JHAH SUNQUEST 

ID Type 

Source 


Collected On 

325L45000 C Blood 

3 

— 


01/21/20 14:41 

Components 







Reference 



Component 

Value 

Range 

Flag 

Lab 

Complement C3 

207 

9-180 mg/dL 

H 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12-Sunquest JHAH 

Unknown 

Unknown 


05/18/15 09:43-Present 


SUNQUEST 


C4 Complement [103737484] _ 

Electronically signed by: Arab Sadiq, MD on 01/21/20 10:33 Status: Completed 

Ordering user Arab Sadiq, MD 01/21/20 10:33 Ordering provider: Arab Sadiq, MD 

Authorized by: Arab Sadiq, MD 

Frequency: Once 01/21/20 10:32 - 1 occurrence 

Resulted: 01/23/20 11:31. Result status: 
C4 Complement [103737489] (Abnormal) Final result 


Ordering provider: Arab Sadiq, MD 

Specimen Information 

01/21/20 10:33 

Resulting lab: JHAH SUNQUEST 

ID Type 

Source 


Collected On 

325L45000 C Blood 

4 

— 


01/21/20 14:41 

Components 







Reference 



Component 

Value 

Range 

Flag 

Lab 

Complement C4 

88 

10-40 mg/dL 

H 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12-Sunquest JHAH 

Unknown 

Unknown 


05/18/15 09:43-Present 


SUNQUEST 


cAhJUfSjjljl 

Johns Hopkins Aramco H< althcarc 


Rheumatoid factor, qualitative [103737485] 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcare Company 

P.O. Bo. 76, Dhahran 31311. Saudi Aiabw 
Telephone: .966 13 877 3344 

Facsimile: .96613 877 8158 _ 

Rheumatoid factor, qualitative [103737485] (continued) 

Electronically signed by Arab Sadiq, MD on 01/21/20 10:33 Status: Completed 

Ordering user Arab Sadiq, MD 01/21/20 10:33 Ordering provider Arab Sadiq, MD 

Authorized by Arab Sadiq, MD 

Frequency Once 01/21/20 10:32 - 1 occurrence 

Resulted: 01/23/20 11:31. Result status: 
Rheumatoid factor, qualitative [103737490] Pj na l result 

Ordering provider Arab Sadiq, MD 01/21/20 10:33 Resulting lab JHAH SUNQUEST 

Specimen Information 

ID Type Source Collected On 

325L45000 R Blood — 01/21/20 14:41 

F 

Components _ 

Reference 

Component Value Range Flag Lab 

Rheumatoid Factor 10.1 lU/mL — Sunquest 

Comment: 

RF Reference Values: 

0-14 lU/mL (Negative) 

> 14 lU/mL (Positive) 


Johns Hopkins Aramco H aithcarc 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Hepatitis Basic Profile [103737486] _ 

Electronically signed by: Arab Sadiq, MD on 01/21/20 10:33 Status: Completed 

Ordering user Arab Sadiq, MD 01/21/20 10:33 Ordering provider: Arab Sadiq, MD 

Authorized by: Arab Sadiq, MD 

Frequency: Once 01/21/20 10:33 - 1 occurrence 

Resulted: 01/22/20 15:24. Result status: 
Hepatitis Basic Profile [103737491] Final result 

Ordering provider: Arab Sadiq, MD 01/21/20 10:33 Resulting lab: JHAH SUNQUEST 
Specimen Information 

ID Type Source Collected On 

325L45000 H Blood — 01/21/20 14:41 

PBA 


Components 


Component 

Value 

Reference 

Range 

Flag 

Lab 

Anti-Hbc 

Negative 

— 

— 

Sunquest 

Anti-HBsAg 

Positive 

— 

— 

Sunquest 


HBsAg Negative — — Sunquest 

Interpretation This — — Sunquest 

Name: Hamad Nasir Al Helaiw Official Stamp Signature 

MRN: 367567 
45 Y.O. / Male/ 9/9/1974 



QARNNA0A 


68 of 87 














Johns Hopkins Aramco H( althcare 


Johns Hopkins Arainco Healthcare Company 
P.O. Box 76. Ohahran 31311, Saudi Arabia 
Telephone: .966 13 877 3344 

Facsimile: .966 13 877 81 SB _ 

serological 

Hepatitis 

panel is 

suggestive 

of Post- 

Vaccinatio 

n 

Immunity, 
No HBV 
Infection. 
Clinical 
correlation 
is required 
for final 
diagnosis. 


Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


(MAYO) Cytoplasmic Neutrophilic Antibodies, Serum [103737487] _ 

Electronically signed by: Arab Sadiq, MD on 01/21/20 10:33 Status Completed 

Ordering user Arab Sadiq, MD 01/21/20 10:33 Ordering provider: Arab Sadiq, MD 

Authorized by Arab Sadiq, MD 

Frequency: Once 01/21/20 10:34 - 1 occurrence 

Resulted: 01/26/20 14:32, Result status: 
( MAYO) Cytoplasmic Neutrophilic Antibodies, Serum [103737492] _ Final result 

Ordering provider Arab Sadiq, MD 01/21/20 10:33 Resulting lab: JHAH SUNQUEST 

Narrative: 

c-ANCA 

Negative 

Reference Range: Negative 

p-ANCA 

Negative 

Reference Range: Negative 
(NOTE) 

Negative for cANCA and pANCA patterns by immunofluorescence. 

-ADDITIONAL INFORMATION- 

This test was developed and its performance characteristics 
determined by Mayo Clinic in a manner consistent with CLIA 
requirements. This test has not been cleared or approved by 
the U.S. Food and Drug Administration. 

Test Performed by: Mayo Clinic Laboratories-Rochester Superior Drive, 

3050 Superior Dr. NW Rochester, MN 55901, USA 

Specimen Information _ 

ID Type Source Collected On 
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Johns Hopkins Aramco Healthcare Company Olbll <)'>J}^I 

A,ab “ Johns Hopkins Aramco Hi aithcarc 

InCpnonc. ♦966 13 01 / 3344 

Facsimile: *966 13 877 8158 ___ 

325L45000 C Blood — 01/21/20 14:41 

YNA 

Components _ 

Reference 

Component Value Range Flag Lab 

Cytoplasmic Neutrophilic Ab See Text — — Sunquest 

Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12 -Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


(MAYO) Miscellaneous Referral Test 30 [103737512] _ 

Electronically signed by Interface, Sunquest Lab Results In on 01/22/20 Status: Completed 

08:02 

Ordering user Interface, Sunquest Lab Results In Ordering provider Ahmed Ibraheem M Al Sagheir, MD 

01/22/20 08:02 

Authorized by: Ahmed Ibraheem M Al Sagheir, MD 
Frequency Once 01/22/20 08:02 - 1 occurrence 

Resulted: 01/27/20 11:13. Result status: 
(MAYO) Miscellaneous Referral Test 30 [103737513] Final result 

Ordering provider: Ahmed Ibraheem M Al Sagheir, MD Resulting lab JHAH SUNQUEST 
01/22/20 08:02 

Narrative: 

Test name 

PI LINKED ANTIGEN [PLINK] 


Result 

PDF results uploaded to EPIC on 
27 JAN 2020 @ 11:13. 


Specimen Information 





ID Type 

325L47554 W Blood 

ILD30 

Components 

Source 


Collected On 

01/22/20 08:02 



Reference 



Component 

Value 

Range 

Flag 

Lab 

Miscellaneous Referral Test 30 

See Text 

— 

— 

Sunquest 

Testing Performed By 

Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12 - Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 


05/18/15 09:43-Present 


Order-Level Documents: _ 

Media type: Scan Date: 1/27/2020 11:13 Acquired by: Rhodesia Sapugay 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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Johns Hopkins Aramco Healthcaie Company 
P.O. Bon 76, Dhahran 31311, Sam* Arabia 
Telephone .966 13 877 3344 
Facsimile: .966 13 877 81S8_ 


oihll JJ<*1 jSp 

Johns Hopkins Aramco Hi afthcarc 


CBC With Differential (Hemogram) [103911657] _______ 

Electronically signed by Mohammed Zurkiyeh, MD on 01/27/20 14:02 Stat is Completed 

Ordering user Mohammed Zurkiyeh, MD 01/27/20 Ordering provider Mohammed Zurkiyeh, MD 

14:02 

Authorized by: Mohammed Zurkiyeh, MD 
Frequency AM Draw 01/28/20 06:00 - 1 occurrence 

CBC With Differential (Hemogram) [103911660] _ 

Resulted: 01/28/20 05:20, Result status: 

CBC With Differential (Hemogram) [103911660] (Abnormal) _ Final result 

Ordering provider Mohammed Zurkiyeh, MD Resulting lab: JHAFj SUNQUEST 

01/27/20 18:00 


Specimen Information 


ID Type 

325L59642 H Blood 

EMO 

Components 

Source 


Collected On 
01/28/20 05:00 




Reference 



Component 

Value 

Range 

Flag 

Lab 

WBC 

13.6 

4.0-10.0 

K/cumm 

H 

Sunquest 

RBC 

4.51 

4.5-5.9 
M/cumm 

— 

Sunquest 

Hemoglobin 

12.0 

13.5-17.5 

g/dL 

L 

Sunquest 

Hematocrit 

38.6 

41 - 53 % 

4= 

Sunquest 

MCV 

85.6 

77 - 96 fL 

— 

Sunquest 

MCH 

26.6 

26 - 34 pg 

— 

Sunquest 

MCHC 

31.1 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.2 

10.9-15.7 

— 

Sunquest 

Platelets 

300 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

10.3 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

11.8 

10.1 -16.1 fL 

— 

Sunquest 

Neutrophil % 

74 

% 

— 

Sunquest 

Neut. Absolute 

9.9 

1.8-7.0 
K/cumm 

H 

Sunquest 

Lymphocyte % 

18 

% 

— 

Sunquest 

Lymph. Absolute 

2.5 

0.9-4.9 
K/cumm 

— 

Sunquest 

Monocyte % 

7 

% 

— 

Sunquest 

Mono. Absolute 

1.0 

0.0-1.0 
K/cumm 

— 

Sunquest 

Eosinophil % 

1 

% 

— 

Sunquest 

Eos. Absolute 

0.2 

0.0-0.4 
K/cumm 

— 

Sunquest 

Basophil % 

0 

% 

— 

Sunquest 

Baso. Absolute 

0.0 

0.0-0.1 
K/cumm 

— 

Sunquest 
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Johns Hopkins Aramco Healthcare Company 

P.O. Bo* 76, Dhahran 31311, Saudi Arab* Johns HopklfTS VamCOHf llthcarC 

Telephone: *966 13 877 3344 ' 

Fa .. ' 877 81 ■ ___ 

CBC With Differential (Hemogram) [103911660] (continued)___ 


Testing Perf ormed By __ 

Lab - Abbreviation Name Director Address Valid Date Range 

12 - Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


BUN/Creatinine/Lytes [103911658] _ 

Electronically signed by Mohammed Zurkiyeh, MD on 01/27/20 14:02 Status: Completed 

Ordering user Mohammed Zurkiyeh, MD 01/27/20 Ordering provider Mohammed Zurkiyeh, MD 

14:02 

Authorized by Mohammed Zurkiyeh, MD 
Frequency: AM Draw 01/28/20 06:00-1 occurrence 

Resulted: 01/28/20 07:19, Result status: 

BUN/Creatinine/Lytes [103911661] _ Final result 

Ordering provider Mohammed Zurkiyeh. MD Resulting lab JHAH SUNQUEST 

01/27/20 18:00 


Specimen Information 


ID Type 

325L59642 C Blood 
HEM6 

Components 

Source 


Collected On 
01/28/20 05:00 




Reference 



Component 

Value 

Range 

Flag 

Lab 

BUN 

14 

6 - 20 mg/dL 

— 

Sunquest 

Creatinine 

0.8 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

137 

137-145 

mEq/L 

— 

Sunquest 

Potassium 

4.4 

3.5 - 5.1 mEq/L 

— 

Sunquest 

Chloride 

100 

98-107 mEq/L 

— 

Sunquest 

Carbon Dioxide 

27 

22 - 28 mEq/L 

— 

Sunquest 


Testing Performed By _ 

Lab - Abbreviation Name Director Address 

12-Sunquest JHAH Unknown Unknown 

SUNQUEST 


Valid Date Range 
05/18/15 09:43 - Present 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 



Signature 
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Johns Hopkins Aramco Hi althcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311, Saudi Arabta 
Telephone. *966 13 877 3344 
Facsimile: *966 13 877 8158 _ 


Hepatic Panel 2 (BILAT,ALP,AST,ALT,LDH) [103911659] _ 

Electronically signed by Mohammed Zurkiyeh, MD on 01/27/20 14:02 Status Completed 

Ordering user Mohammed Zurkiyeh, MD 01/27/20 Ordering provider: Mohammed Zurkiyeh, MD 

14:02 

Authorized by: Mohammed Zurkiyeh, MD 
Frequency AM Draw 01/28/20 06:00 - 1 occurrence 

Hepatic Panel 2 (BILAT.ALP.AST.ALT.LDH) [103911662] Resulted: 01/28/20 07:19. Result status. 

(Abnormal) ___ Final result 

Ordering provider: Mohammed Zurkiyeh, MD Resulting lab: JHAH SUNQUEST 

01/27/20 18:00 


Specimen Information 


ID Type 

325L59642 H Blood 

EP2 

Components 

Source 


Collected On 
01/28/20 05:00 


Component 

Value 

Reference 

Range 

Flag 

Lab 

Bilirubin, Total 

0.5 

0.2 -1.3 mg/dL 

— 

Sunquest 

Aik. Phosphatase 

110 

53 - 128 IU/L 

— 

Sunquest 

AST (SGOT) 

54 

17-59 IU/L 

— 

Sunquest 

ALT (SGPT) 

106 

<50 IU/L 

H 

Sunquest 

LDH 

263 

120-246 IU/L 

H 

Sunquest 


Testing Performed By 

Lab - Abbreviation 
12 - Sunquest 

Name 

JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 

Valid Date Range 

05/18/15 09:43 - Present 

Urinalysis [103911663] 





Electronically signed by: 

Mohammed Zurkiyeh, MD on 01/28/20 07:52 

Status Completed 


Ordering user Mohammed Zurkiyeh, MD 01/28/20 Ordering provider Mohammed Zurkiyeh, MD 

07:52 

Authorized by: Mohammed Zurkiyeh, MD 
Frequency: Once 01/28/20 07:53 - 1 occurrence 

Resulted: 01/28/20 09:37, Result status: 
Urinalysis [103911665] (Abnormal) Final result 

Ordering provider: Mohammed Zurkiyeh, MD Resulting lab: JHAH SUNQUEST 

01/28/20 07:52 

Specimen Information _ 

ID Type Source Collected On 

325L60554_U Urine — 01/28/20 09:11 

A 

Components _ 

Reference 


Component Value Range Flag Lab 

Urine Color Yellow — — Sunquest 
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Johns Hopkins Ararnco Healthcare Company 

P.O. Bo* 76. Dhahran 31311, Saudi Arabia 

Telephone: *966 13 877 334a 

Facsimile: *966 13 877 81 SC 




Johns Hopkins AramcoHi ilthcarc 

Urine Appearance 

Clear 

— 

— 

Sunquest 

Urine Specific Gravity 

1.017 

1.000- 1.030 

— 

Sunquest 

Urine pH 

6 

4.5 -8.0 

— 

Sunquest 

Urine Protein 

Negative 

Negative 

mg/dL 

— 

Sunquest 

Urine Glucose 

Negative 

Negative 

mg/dL 

— 

Sunquest 

Urine Ketone 

Negative 

Negative 

mg/dL 

— 

Sunquest 

Urine Blood 

2+ 

Negative 

A 

Sunquest 

Urine Bilirubin 

Negative 

Negative 

— 

Sunquest 

Urine Urobilinogen 

Normal 

0.0-1.0 EU/dL 

— 

Sunquest 

Urine Nitrites 

Negative 

Negative 

— 

Sunquest 

Urine Leuk. Esterase 

Negative 

Negative 

— 

Sunquest 

Urine RBC 

0-5 

/hpf 

— 

Sunquest 

Amorph Urates 

1+ 

— 

— 

Sunquest 

Bacteria 

2+ 

— 

— 

Sunquest 

Testing Performed By 

Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12-Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 


05/18/15 09:43-Present 


Urine Culture [103911664] __ 

Electronically signed by Mohammed Zurkiyeh, MD on 01/28/20 07:52 Status: Completed 

Ordering user Mohammed Zurkiyeh, MD 01/28/20 Ordering provider Mohammed Zurkiyeh, MD 


07:52 

Authorized by Mohammed Zurkiyeh, MD 
Frequency: Once 01/28/20 07:53 - 1 occurrence 

Questionnaire___ 

Answer 
leukcytosis 

Resulted: 01/29/20 08:01. Result status: 
Urine Culture [103911666] ___ Final result 


Ordering provider: Mohammed Zurkiyeh, MD 

01/28/20 07:52 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 





ID Type 

325L60555 U Urine 

CULT 

Source 

Urine, Catheterized 

Collected On 
01/28/20 09:11 


Components 





Component 

Specimen Description 

Value 

Cath., 

Urine 

Urine 

Reference 

Range 

Flag 

Lab 

Sunquest 

Special Requests 

DIAGNOSI 

— 

— 

Sunquest 


Name: Hamad Nasir Al Helaiw Official Stamp Signature 


Question 

Diagnosis/Clinical Info: 


MRN: 367567 

45 Y.O. / Male/ 9/9/1974 
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Johns Hopkins AramcoHi ilthcarc 


Johns Hopkins Aiamco Healthcare Company 
P.O. Bo« 76. Dhahran 31311, Saudi Arabia 
telephone: *966 13 877 3344 

S/CLINICA 
LINFO: 

>LEUKCY 
TOSIS 

Culture Results >100,000 — — Sunquest 

Col/ml 
Multiple 
organisms 
present; 

Probable 
contaminat 
ion, please 
repeat 
culture. 

Result Status FINAL — — Sunquest 

01/29/2020 


Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Troponin High Sensitive (Dhahran Only) [103911668] _ 

Electronically signed by Bassam Moh'd Saadeh, MD on 01/28/20 23:00 Status Completed 

Ordering user: Bassam Moh'd Saadeh, MD 01/28/20 Ordering provider: Bassam Moh'd Saadeh, MD 
23:00 

Authorized by Bassam Moh'd Saadeh, MD 
Frequency Once 01/28/20 23:01 - 1 occurrence 

Resulted: 01/29/20 00:33. Result status: 
Troponin High Sensitive (Dhahran Only) [103911670]_Final result 


Ordering provider Bassam Moh’d Saadeh, MD 
01/28/20 23:00 

Resulting lab: 

JHAH SUNQUEST 

Specimen Information 




ID Type 

325L62482 H Blood 

STNI 

Source 


Collected On 

01/28/20 23:49 

Components 




Component 

Troponin High Sensitive (Dhahran 
Only) 

Value 

0.003 

Reference 

Range 

0.000 - 0.026 
ng/mL 

Flag Lab 

— Sunquest 


Comment: 


(NOTE) 

Please note the new reference range due to change in methodology. 
Retesting in 3 hours is recommended to detect any significant changes 
in value. 


Testing Performed By 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp Signature 
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P.O. Box 76. Dhahran 31311. Sau<» Aiabu Johns HopklOS AramCO H( llthcarC 

Tetephone: .966 13 877 3344 ^ 

Facsimile: .966 13 877 8158 ___ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


MRSA Screen [103911676] _ 

Electronically signed by Dorcas K Mbuu, RN on 02/03/20 12:16 Status Completed 

Ordering user Dorcas K Mbuu, RN 02/03/20 12:16 Ordering provider Samir Musleh, MD 

Authorized by Samir Musleh, MD 

Frequency Once 02/03/20 12:15- 1 occurrence 

Resulted: 02/04/20 09:31. Result status: 

MRSA Screen [103911677] _ Final result 

Ordering provider Samir Musleh, MD 02/03/20 12:16 Resulting lab JHAH SUNQUEST 


Specimen Information 


ID Type 

326L7048 M Swab 

RSAU 

Source 

Axilla, Left 

Collected On 

02/03/20 19:43 

Components 





Component 

Specimen Description 

Reference 

Value Range 

Axilla,Left — 

Swab 

Flag 

Lab 

Sunquest 

Special Requests 


None — 

— 

Sunquest 

Culture Results 


Negative — 
for 

Methicillin 

Resistant 

Staph. 

aureus 


Sunquest 

Result Status 


FINAL — 

02/04/2020 

“ 

Sunquest 

Testing Performed By 





Lab - Abbreviation 
12 - Sunquest 

Name 

JHAH 

SUNQUEST 

Director Address 

Unknown Unknown 


Valid Date Range 

05/18/15 09:43-Present 


MRSA Screen [103911680] ___ 

Electronically signed by Dorcas K Mbuu, RN on 02/03/20 12:17 Status: Completed 

Ordering user: Dorcas K Mbuu, RN 02/03/20 12:17 Ordering provider Samir Musleh, MD 

Authorized by: Samir Musleh, MD 

Frequency: Once 02/03/20 12:17- 1 occurrence 


Resulted: 02/04/20 09:31. Result status: 


MRSA Screen [103911681] 



Final result 

Ordering provider Samir Musleh, MD 

02/03/20 12:17 Resulting lab 

JHAH SUNQUEST 


Specimen Information 

ID Type 

Source 

Collected On 


326L7049_M Swab 

Groin 

02/03/20 19:43 


Name: Hamad Nasir Al Helaiw 

Official Stamp 

Signature 
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Johns Hopkins AramcoHc rfthcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Bor 76. Ohahran 31311. Saudi Arabs) 
Telephone: .966 13 877 3344 
Facwfmk .966 13 877 81S8 _ 

RSAU 


Components 


Component 

Specimen Description 

Value 

Groin 

Swab 

Reference 

Range 

Flag 

Lab 

Sunquest 

Special Requests 


None 

— 

— 

Sunquest 

Culture Results 


Negative 

for 

Methicillin 

Resistant 

Staph. 

aureus 



Sunquest 

Result Status 


FINAL 

02/04/2020 

“ 


Sunquest 

Testing Performed By 

Lab - Abbreviation 

Name 

Director 

Address 


Valid Date Range 

12 - Sunquest 

JHAH 

Unknown 

Unknown 


05/18/15 09:43-Present 


SUNQUEST 


Acinetobacter Scr, PCR [103911682] __ 

Electronically signed by: Dorcas K Mbuu, RN on 02/03/20 12:20 Status Completed 

Ordering user: Dorcas K Mbuu, RN 02/03/20 12:20 Ordering provider: Samir Musleh, MD 

Authorized by: Samir Musleh, MD 

Frequency: Once 02/03/20 12:19- 1 occurrence 


Resulted: 02/04/20 11:07. Result status: 


Acinetobacter Scr. PCR [103911683] 

Final result 

Ordering provider Samir Musleh, MD 02/03/20 12:20 Resulting lab JHAH SUNQUEST 



Narrative: 

Acinetobacter Scr, PCR 
Negative for Acinetobacter spp. DNA. 

Acinetobacter spp. DNA was extracted by using 
Qiagen kit or Magna pure compact instrument 
and used in house validated real time 
LightCycler PCR assay for direct detection of 
Acinetobacter spp. All possible Acinetobacter 
spp. colonization samples or growing colonies 
will be processed. The result should be 
interpreted in conjunction with clinical and 
laboratory findings and they are dependent on 
adequate sample collection, transport and 
handling procedures. A positive result does 
not necessarily indicate the presence of 
viable organisms. It is, however, presumptive 
for the presence of the organisms. The result 
may be falsely negative due to low numbers of 
the organisms or specimen inhibitors. If 

Name: Hamad Nasir Al Helaiw Official Stamp Signature 

MRN: 367567 

45 Y.O. / Male/9/9/1974 
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Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 

Facsimile: *966 13 877 8158 _ 

there is a questionable result, based upon 
clinical presentation, then a another sample 
should be ordered. Negative results do not 
exclude the possibility of Acinetobacter spp. 
colonization or infection. 


Specimen Information 





ID Type 

326L7050 AC Swab 

M 

Components 

Source 


Collected On 

02/03/20 19:43 



Reference 



Component 

Value 

Range 

Flag 

Lab 

Acinetobacter Scr, PCR 

See Text 

— 

— 

Sunquest 

Testing Performed By 

Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12 -Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 


05/18/15 09:43-Present 


c/ibJI ijiulji pqa 

Johns Hopkins Animco Hi atthcare 


(MAYO) Miscellaneous Referral Test 30 [104130983] _ 

Electronically signed by. Interface, Sunquest Lab Results In on 02/03/20 Status: Active 

19:43 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Samir Musleh, MD 

02/03/20 19:43 

Authorized by: Samir Musleh, MD 
Frequency: Once 02/03/20 19:43 - 1 occurrence 


(MAYO) Miscellaneous Referral Test 30 [104130984] 
Ordering provider: Samir Musleh, MD 02/03/20 19:43 


Resulted: 02/03/20 20:00. Result status: In 

_ process 

Resulting lab: JHAH SUNQUEST 


Specimen Information 

ID Type Source Collected On 

326L8611_WI — — 02/03/20 19:43 

LD30 


Testing Performed By 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


Acinetobacter Scr, PCR [103911692] _ ' 

Electronically signed by: Interface, Sunquest Lab Results In on 02/03/20 Status Completed 

19:53 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Samir Musleh, MD 

02/03/20 19:53 

Authorized by: Samir Musleh, MD 
Frequency Once 02/03/20 19:53 - 1 occurrence 

Acinetobacter Scr. PCR [103911693] Resulted: 02/04/20 11:07, Result status: 

Name: Hamad Nasir Al Helaiw 
MRN: 367567 
45 Y.O. / Male/ 9/9/1974 
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Johns Hopkins Arsmco Healthcare Company 
P.O. Box 76, Dhahran 31311. Saudi Arabw 
Tetephone: .966 13 877 3344 
Facsimile: .966 13 877 8158 _ 

_ Final result 

Ordering provider Samir Musleh, MD 02/03/20 19:53 Resulting lab JHAH SUNQUEST 

Narrative: 

Acinetobacter Scr, PCR 
Negative for Acinetobacter spp. DNA. 

Acinetobacter spp. DNA was extracted by using 
Qiagen kit or Magna pure compact instrument 
and used in house validated real time 
LightCycler PCR assay for direct detection of 
Acinetobacter spp. All possible Acinetobacter 
spp. colonization samples or growing colonies 
will be processed. The result should be 
interpreted in conjunction with clinical and 
laboratory findings and they are dependent on 
adequate sample collection, transport and 
handling procedures. A positive result does 
not necessarily indicate the presence of 
viable organisms. It is, however, presumptive 
for the presence of the organisms. The result 
may be falsely negative due to low numbers of 
the organisms or specimen inhibitors. If 
there is a questionable result, based upon 
clinical presentation, then a another sample 
should be ordered. Negative results do not 
exclude the possibility of Acinetobacter spp. 
colonization or infection. 


Specimen Information 

ID Type 

326L7093 AC — 

M 

Source 


Collected On 

02/03/20 19:53 


Components 





Component 

Acinetobacter Scr, PCR 

Value 

See Text 

Reference 

Range 

Flag Lab 

— Sunquest 



Testing Performed By 


Lab - Abbreviation 

Name 

Director 

Address 

Valid Date Range 

12 - Sunquest 

JHAH 

SUNQUEST 

Unknown 

Unknown 

05/18/15 09:43-Present 


Acinetobacter Scr, PCR [103911694] _ 

Electronically signed by Interface, Sunquest Lab Results In on 02/03/20 
19:53 

Ordering user Interface, Sunquest Lab Results In Ordering provider 

02/03/20 19:53 

Authorized by: Samir Musleh, MD 
Frequency Once 02/03/20 19:53 - 1 occurrence 


Status Completed 

Samir Musleh, MD 


uibJI q'Voljl Ji5j<jiD |fS>o 

Johns Hopkins Aramco Hr rfthcarc 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 


Official Stamp 
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Johns Hopkins AramcoHi althcarc 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Ohahran 31311, Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: <966 13 877 8158 _ 

Resulted: 02/04/20 11:07, Result status 
Acinetobacter Scr, PCR [103911695] Final result 

Ordering provider: Samir Musleh, MD 02/03/20 19:53 Resulting lab. JHAH SUNQUEST 

Narrative: 

Acinetobacter Scr, PCR 
Negative for Acinetobacter spp. DNA. 

Acinetobacter spp. DNA was extracted by using 
Qiagen kit or Magna pure compact instrument 
and used in house validated real time 
LightCycler PCR assay for direct detection of 
Acinetobacter spp. All possible Acinetobacter 
spp. colonization samples or growing colonies 
will be processed. The result should be 
interpreted in conjunction with clinical and 
laboratory findings and they are dependent on 
adequate sample collection, transport and 
handling procedures. A positive result does 
not necessarily indicate the presence of 
viable organisms. It is, however, presumptive 
for the presence of the organisms. The result 
may be falsely negative due to low numbers of 
the organisms or specimen inhibitors. If 
there is a questionable result, based upon 
clinical presentation, then a another sample 
should be ordered. Negative results do not 
exclude the possibility of Acinetobacter spp. 
colonization or infection. 


Specimen Information 





ID Type 

326L7104 AC — 

M 

Components 

Source 


Collected On 

02/03/20 19:53 



Reference 



Component 

Value 

Range 

Flag 

Lab 

Acinetobacter Scr, PCR 

See Text 

— 

— 

Sunquest 

Testing Performed By 

Lab - Abbreviation Name 

Director 

Address 


Valid Date Range 

12 -Sunquest JHAH 

SUNQUEST 

Unknown 

Unknown 


05/18/15 09:43-Present 


Acinetobacter Scr, PCR [103911696] 

Electronically signed by: Interface, Sunquest Lab Results In on 02/03/20 Status Completed 

19:53 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Samir Musleh, MD 

02/03/20 19:53 

Authorized by: Samir Musleh, MD 
Frequency: Once 02/03/20 19:53 - 1 occurrence 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 



Official Stamp 
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Johns Hopkins Aramco Healthcare Company «JlbJI rj'Yoljl Ji5jCpj) jitpl )5pJ 

P.O. Box 76. Dhahran 31311. Saudi Aiaha JtkhHS Hopkins AramCO Hi llthcarc 

Telephone: *966 13 877 3344 ^ 

Facsmil* 31=.; _ 

Resulted. 02/04/20 11:06, Result status: 
Acinetobacter Scr, PCR [103911697] Final result 

Ordering provider Samir Musleh, MD 02/03/20 19:53 Resulting lab: JHAH SUNQUEST 

Narrative: 

Acinetobacter Scr, PCR 

Negative for Acinetobacter spp. DNA. 

Acinetobacter spp. DNA was extracted by using 
Qiagen kit or Magna pure compact instrument 
and used in house validated real time 
LightCycler PCR assay for direct detection of 
Acinetobacter spp. All possible Acinetobacter 
spp. colonization samples or growing colonies 
will be processed. The result should be 
interpreted in conjunction with clinical and 
laboratory findings and they are dependent on 
adequate sample collection, transport and 
handling procedures. A positive result does 
not necessarily indicate the presence of 
viable organisms. It is, however, presumptive 
for the presence of the organisms. The result 
may be falsely negative due to low numbers of 
the organisms or specimen inhibitors. If 
there is a questionable result, based upon 
clinical presentation, then a another sample 
should be ordered. Negative results do not 
exclude the possibility of Acinetobacter spp. 
colonization or infection. 


Specimen Information 

ID Type 

326L7106 AC — 

M 

Source 


Collected On 

02/03/20 19:53 

Components 





Component 

Acinetobacter Scr, PCR 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


Acinetobacter Scr, PCR [103911698] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 02/03/20 Status Completed 

19:54 

Ordering user: Interface, Sunquest Lab Results In Ordering provider: Samir Musleh, MD 

02/03/20 19:54 

Authorized by: Samir Musleh, MD 
Frequency: Once 02/03/20 19:54 - 1 occurrence 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp 



Signature 
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Resulted 02/04/20 11:07, Result status: 
Acinetobacter Scr, PCR [103911699] Final result 

Ordering provider Samir Musleh, MD 02/03/20 19:54 Resulting lab JHAH SUNQUEST 

Narrative 

Acinetobacter Scr, PCR 
Negative for Acinetobacter spp. DNA. 

Acinetobacter spp. DNA was extracted by using 
Qiagen kit or Magna pure compact instrument 
and used in house validated real time 
LightCycler PCR assay for direct detection of 
Acinetobacter spp. All possible Acinetobacter 
spp. colonization samples or growing colonies 
will be processed. The result should be 
interpreted in conjunction with clinical and 
laboratory findings and they are dependent on 
adequate sample collection, transport and 
handling procedures. A positive result does 
not necessarily indicate the presence of 
viable organisms. It is, however, presumptive 
for the presence of the organisms. The result 
may be falsely negative due to low numbers of 
the organisms or specimen inhibitors. If 
there is a questionable result, based upon 
clinical presentation, then a another sample 
should be ordered. Negative results do not 
exclude the possibility of Acinetobacter spp. 
colonization or infection. 


Specimen Information 

ID Type 

326L7107 AC — 

M 

Source 


Collected On 

02/03/20 19:54 

Components 





Component 

Acinetobacter Scr, PCR 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


MRSA Molecular Screen [103911702] _ 

Electronically signed by: Interface, Sunquest Lab Results In on 02/03/20 Status Completed 

22:56 

Ordering user Interface, Sunquest Lab Results In Ordering provider: Samir Musleh, MD 

02/03/20 22:56 

Authorized by Samir Musleh, MD 
Frequency Once 02/03/20 22:56 - 1 occurrence 
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Johns Hopkins Aramco Hi Ahcare 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saut» Arab« 

Telephone: *966 13 877 3344 

Resulted: 02/04/20 00:09. Result status: 
MRSA Molecular Screen [103911703] Final result 

Ordering provider Samir Musleh, MD 02/03/20 22:56 Resulting lab JHAH SUNQUEST 

Narrative 

MRSA Molecular Screen 
Negative for Methicillin Resistant 
Staphylococcus aureus (MRSA) and 
Staphylococcus aureus target DNA (presumed 
not colonized with MRSA or Staphylococcus 
aureus). 


Disclaimer: 

This molecular test is a qualitative in vitro 
diagnostic procedure. It is used for the 
direct detection of methicillin resistant 
Staphylococcus aureus (MRSA) or 
Staphylococcus aureus. This resistance is 
primarily mediated by the mecA encoding 
penicillin-binding protein 2a (PBP2a). The 
procedure is designed for NASAL swabs or 
samples from growing culture colonies. This 
test has been validated by the laboratory 
using GeneXpert® Dx System instrument. It 
utilizes real-time PCR for the detection of 
these microorganisms and a confirmation of 
growing culture colonies. The test result 
should be interpreted in the light of all 
clinical and laboratory findings. Reliable 
results are dependent on adequate sample 
collection and proper transport procedures. 
Reliable results are dependent on the number 
of organisms present in the sample, proper 
specimen collection, handling, and storage. 

A positive test result does not necessarily 
indicate the presence of viable organism. It 
is however, presumptive for the presence of 
MRSA or Staphylococcus aureus. Testing with 
Xpert MRSA/SA Nasal assay should be used in 
adjunct to other methods available. Test 
results might also be affected by concurrent 
antibiotic therapy. Therefore, therapeutic 
success or failure cannot be assessed using 
this test because DNA might persist following 
antimicrobial therapy. Mutations or gene 
polymorphisms in primer or probe binding 
regions may affect detection of an unknown 
MRSA or Staphylococcus aureus variants 
resulting in a false negative result. 
Approximately 4.2% nasal swab specimens 
may carry potential interfering and 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/ 9/9/1974 
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Johns Hopkins Aramco Healthcare Company 
P.O. Bok 76, Dhahian 31311, Saudi Arabia 
Telephone: *966 13 877 3344 

Facsimile: *966 13 877 8168 _ 

inhibition factors caused by blood, mucus or 
both. MRSA strains encoded by mecALGA251 
gene cannot be detected by this method. 

If MRSA is suspected then follow up 
with an order for a manual MRSA screen. 


Specimen Information 

ID Type 

326L7274 M — 

RSAM 

Source 


Collected On 

02/03/20 22:56 

Components 





Component 

MRSA Molecular Screen 

Value 

See Text 

Reference 

Range 

Flag 

Lab 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09.43 - Present 


Uric Acid [104131006] ____ 

Electronically signed by Bassam Moh’d Saadeh, MD on 02/05/20 12:27 Status: Completed 

Ordering user: Bassam Moh'd Saadeh, MD 02/05/20 Ordering provider: Bassam Moh'd Saadeh, MD 
12:27 

Authorized by Bassam Moh'd Saadeh, MD 
Frequency Once 02/05/20 12:27 - 1 occurrence 

Resulted: 02/05/20 14:41, Result status: 
Uric Acid [104131009] _ _ _ Final result 


Ordering provider Bassam Moh'd Saadeh, MD 
02/05/20 12:28 

Resulting lab JHAH SUNQUEST 

Specimen Information 


ID Type Source 

326L11693 U Blood — 

RCA 

Collected On 

02/05/20 14:01 

Components 



Reference 


Component Value Range Fla 9 Lab 

Uric Acid 5.8 3.5 - 8.5 mg/dL — Sunquest 

Testing Performed By __ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


CBC (Without Diff) [104131011] _ 

Electronically signed by Bassam Moh'd Saadeh, MD on 02/05/20 15:06 Status Completed 

Ordering user Bassam Moh'd Saadeh, MD 02/05/20 Ordering provider: Bassam Moh'd Saadeh, MD 

Name: Hamad Nasir Al Helaiw Official Stamp 

MRN: 367567 
45 Y.O. / Male/ 9/9/1974 



QARNNA0A 


84 Of 87 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76, Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 

Facsimile: *966 13 877 8168 _ 

CBC (Without Diff) [104131011] (continued) _ 

15:06 

Authorized by Bassam Moh'd Saadeh, MD 
Frequency AM Draw 02/06/20 06:00 - 1 occurrence 

Resulted: 02/06/20 05:32. Result status: 
CBC (Without Diff) [104131013] (Abnormal) _ Final result 

Ordering provider Bassam Moh'd Saadeh, MD Resulting lab JHAH SUNQUEST 

02/05/20 18:00 


Specimen Information 


ID Type 

326L12591 C Blood 

BC 

Components 

Source 


Collected On 
02/06/20 04:53 




Reference 



Component 

Value 

Range 

Flag 

Lab 

WBC 

6.6 

4.0-10.0 

K/cumm 

— 

Sunquest 

RBC 

4.50 

4.5-5.9 
M/cumm 

— 

Sunquest 

Hemoglobin 

12.0 

13.5-17.5 

g/dL 

L 

Sunquest 

Hematocrit 

38.6 

41 - 53 % 

L 

Sunquest 

MCV 

85.8 

77 - 96 fL 

— 

Sunquest 

MCH 

26.7 

26 - 34 pg 

— 

Sunquest 

MCHC 

31.1 

32 - 36 g/dL 

L 

Sunquest 

RDW 

13.4 

10.9-15.7 

— 

Sunquest 

Platelets 

245 

150-450 

K/cumm 

— 

Sunquest 

Mean Platelet Volume 

10.3 

9.0-13.0 fL 

— 

Sunquest 

Platelets Distribution Width 

11.7 

10.1 -16.1 fL 

— 

Sunquest 


.jilall qSoty 0>x> 

Johns Hopkins Aramco Hi althoarc 


Testing Performed By _ 

Lab - Abbreviation Name Director Address Valid Date Range 

12-Sunquest JHAH Unknown Unknown 05/18/15 09:43 - Present 

SUNQUEST 


BUN/Creatinine/Lytes [104131012] ___ 

Electronically signed by: Bassam Moh'd Saadeh, MD on 02/05/20 15:06 Status Completed 

Ordering user: Bassam Moh'd Saadeh, MD 02/05/20 Ordering provider: Bassam Moh'd Saadeh, MD 
15:06 

Authorized by Bassam Moh'd Saadeh, MD 
Frequency: AM Draw 02/06/20 06:00 - 1 occurrence 

Resulted: 02/06/20 07:21. Result status: 
BUN/Creatinine/Lytes [104131014] Final result 

Ordering provider: Bassam Moh'd Saadeh, MD Resulting lab JHAH SUNQUEST 

02/05/20 18:00 

Specimen Information 


Name: Hamad Nasir Al Helaiw Official Stamp Signature 

MRN: 367567 
45 Y.O. / Male/ 9/9/1974 
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P.O. Bo« 76. Dhahran 31311, Saut* Arab.* 
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Ulhll q'ljjlfi 

Johns Hopkins Aramco He. .Ithcarc 

ID Type 

326L12591 C Blood 

HEM6 

Source 


Collected On 

02/06/20 04:53 

Components 





Component 

BUN 

Value 

15 

Reference 

Range 

6 - 20 mg/dL 

Flag 

Lab 

Sunquest 

Creatinine 

0.7 

0.66-1.25 

mg/dL 

— 

Sunquest 

Sodium 

139 

137-145 

mEq/L 

— 

Sunquest 

Potassium 

4.4 

3.5-5.1 mEq/L 

— 

Sunquest 

Chloride 

100 

98- 107 mEq/L 

— 

Sunquest 

Carbon Dioxide 

25 

22 - 28 mEq/L 

— 

Sunquest 

Testing Performed By 





Lab - Abbreviation Name 

12 -Sunquest JHAH 

SUNQUEST 

Director 

Unknown 

Address 

Unknown 


Valid Date Range 

05/18/15 09:43-Present 


Coagulation Profile (PT, PTT) [104131018] _ 

Electronically signed by: Elrasheed Elsabani, MD on 02708/20 00:35 Status Completed 

Ordering user Elrasheed Elsabani, MD 02/08/20 00:35 Ordering provider: Elrasheed Elsabani, MD 
Authorized by: Elrasheed Elsabani, MD 
Frequency Once 02/08/20 00:35 - 1 occurrence 

Resulted: 02/08/20 02:35. Result status: 

Coagulation Profile (PT. PTT) [104131019] (Abnormal) _ Final result 

Ordering provider Elrasheed Elsabani, MD 02/08/20 Resulting lab JHAH SUNQUEST 
00:35 

Specimen Information ___ 

ID Type Source Collected On 

326L17013_C Blood — 02/08/20 01:48 

OAGB 


Components 


Component 

Prothrombin Time 

Value 

10.3 

Reference 

Range 

9.8 -12.7 Secs 

Flag 

Lab 

Sunquest 

I.N. Ratio 

0.9 

1.0-1.2 Ratio 

L 

Sunquest 

Comment: 





PTA/INR is recommended for Vitamin K antagonists e.g. Warfarin therapy monitoring. 

APTT, Patient 

22 

22 - 33 Secs 

— 

Sunquest 


Comment: 

The Laboratory Established APTT range for 
Therapeutic Unfractionated Heparin range 
(0.3-0.7 U/mL) is between 48 to 71 sec. 

Please note the new Heparin Therapeutic Range 
due to a recent update in methodology 


Name: Hamad Nasir Al Helaiw 

MRN: 367567 

45 Y.O. / Male/9/9/1974 


Official Stamp Signature 
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s/ibJI q'lAlji 

Johns Hopkins Aramco Hi - ilthcari 


Johns Hopkins Aramco Healthcare Company 
P.O. Box 76. Dhahran 31311. Saudi Arabia 
Telephone: *966 13 877 3344 
Facsimile: *966 13 877 8158_ 


APTT, Control 


26 Secs — Sunquest 


Testing Performed By _ 

Lab - Abbreviation Name Director 

12 -Sunquest JHAH Unknown 

SUNQUEST 


Address 

Unknown 


Valid Date Range 
05/18/15 09:43 - Present 
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